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THE COTTON MARKET 


NEW YORK, Sept 2. — <AP)~ 
Cotton 
future* 
opened 
steady. 
Oct. 17.74; Dec. l7.?9; Jan. 17.89; 
March 11.12; May 18.30. 
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WEATHER F<»!*« 


WASHINGTON» Sept. 
Alahama; Pair tonight am! Friday 
gentle winds, mostly southerly, 
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ER SEIZED New 


„ 
p 
—— 'MYrn t 
' 
Orleans 


A . 
Man Crazed 
by 


ncFpnicT fnniv ^ 
u m » Cuts Sleeping Wifes Throat 
OEF COAST TODAY nnTonrnrim^ ñ —• . >-----------— 
Her Homage Pkinjjt 
“Liquor Laden Craft" 
Had 1,000 Cases 
Of Hootch 


SEAT SELECTIONS 


CAPTAIN SAYS 
MISTAKE MADE 


Declares Gas Supply 
Ran Low And His 
Boat Drifted 


MIAMI, Fla., Sept. 2.—(AP)— 
The auxiliary schooner Evelyn D, 
of Spanish registry, with 
1,000 
cases of assorted liquors aboard, 
was brought into.Miami harbor 
thia morning under- escort-of a 
coast guard patrol boat. 


The Captain, Éarneat Haycock, 
and the seven members of his crew 
were put in the city jail to await 
action by federal authorities. 
Captain Haycock asked immedia­ 
tely for an audience with United 
States 
Commissioner, 
claiming 
that hia ship had been seized with- 
that his ship rad been seized v/ith- 
out provocation. 
Coast guardsmen said they en­ 
countered the Evelyn D off Hills­ 
borough lighthouse, about 60 miles 
north of Miami, and close inshore. 
Captain Hayeock said his gaso­ 
line supply hati been depleted and 
his ship had drifted dose ashore 
when it was becalmed. 
" 
The Evelyn Ó, its skipper said, 
was returning to Havana 
from 
which port it sailed moreIhar. two 
months ago, bound for Nova Sco­ 
tia. The schooner was taken 
in 
of a coastguard boat enroute 
and brought into Savannah, Ga 
where it was held for about 60 
days, ^ C 
The seizure was held illegal by 
federal Judge W. H. Barrett, ac­ 
cording to Captain Haycock, and 
the ship released. 


Believe Morgan Not 
Affected By Ruling 
Of State Body 


SOME TO VOTE 
NOVEMBER 


Party Organization to 
Be Built Up In 
^ Several Areas 


HEALTH REPORT IS 
I 


A Larger Percentage 
Of Doctors Use 
Laboratory 
I I M 
H 
~ 
*¡&* A _ I 
.. - . 
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- The Tennessee Valley laboratory 
■PftOrt for the month of August, 
public today ly"fcr: 
Perolio, director,-reveals a larger 
percentage of physicians utilizing 
the laboratory. 
. 
* 
The report follows: 
Per cent of doctors, 72. 
Typhoid — Widal Tests — Total 
specimens 67; positive 4; negative 
63. 
/ 
, 
Malaria—Total specimens 109; 
5; negative 104; Tertian 
positive 
m 
Intestinal Parasites—Total spec­ 
imens 63; positive 14; negative 49. 
Wassermann—204 
extra 
incl.; 
total specimens 387; positive 40; 
negative 97; not examined 21; 
Doubt 15; A. C. 10. 
«’^Gonorrhea—Total specimens 195; 
*>°si*iye. 74; negative 117; not ex- 
*»»hmed 4. 
Tuberculosis — Total specimens 
positive 7; negative 33; not 
e*amined 5. 
Diphtheria—Cultures Virulence; 
Total specimens 46; positive 10; 
negative 34; not examined 2. 
Differential Counts—Total spec­ 
imens 99. 


Uranalyses — Total 
131. 


Kflhloo m t_ x 
-------------a— 
rnrnnrnymmu 
1 Otfil 
SpCCtiTlCnB 
* ^ f 
[positive 8; negative 9; not exam­ 
ined 2. 


Milk — Bacterial 
count — Total 
specimens mo. 
Water Total specimens 69. 
Miscellaneous—-Total 
>30. 


Action of the state democratic 
committee, in calling for the elec­ 
tion of democratic beat commit­ 
teemen in those counties in, which 
no such elections were held in the 
primary, has caused some confu­ 
sion in this end of the state. 
The democratic state committee 
called for the election of the beat 
committeemen on November 2, at 
the same time the general election 
is held. 
The resolution of the state com­ 
mittee was said to be as follows: 
“Be it resolved that it appearing 
to the committee that in some of 
the counties In the state of Ala­ 
bama no election 
oí democratic 
county committeemen was held on 
August 10, 1926, in accordance 
with the previous call of this com­ 
mittee on the llth day of Jan­ 
uary, 1926, the chairman of this 
committee be, and he is hereby au­ 
thorized and directed to call 
an 
election to be held on the 2nd day 
of November, 1926, the same date 
as the general election, in each of 
such counties where no such com­ 
mitteemen were selected,. for the 
election of a democratic 
county 
committeeman from each precinct 
in each such county.” 
Matt D. Wiggins, of Hartselle, 
who has been serving as chairman 
of the county democratic commit­ 
tee, stated today he did not believe 
the resolution had any application 
in Morgan County. 
Judge L. P. Troup, judge • of 
probate of Morgan county, stated 
that room was left on the ballots 
for names to be written in for 
démoCT&tjfe peat committeemen. 


PURPOSELY, POLICE 


Edward Harmeyer Is 
Tormented By 
Separation 


FOR KIWANIS CLUB 


Robert Sessions Will 
Be Heard In Talk 
On Constitution 


R BROKEN PANES OF AUTO 
GAVE SHERIFF CLUE 
ARREST OF S0N-IN 


SHERIFF AN EARLY BACHELOR R 


MEET BEGINS 
AT 6t30 P. M. 


WOMAN DIES 
IN SHORT TIME 


Tragedy Marks End 
Of Efforts For 
Reconciliation 


This woman was injured when the mob, trying to see the 
body of Rudolph Valentino, lying in state in a New York 
undertaking establishment, surged forward and hurled hci 
against a window. 


MAXWELL SEES AN THORNTON CREWS 


Thomason Makes 
Announcement 


EASE IN TAX 


Valuations 
Boosted 
• With A dd-on Of 
Automobile Tax 


John M. Maxwell, attache of the 
Morgan county tax offices, stated 
today that tho total county valua­ 
tion of properties, personal and 
real, automobiles and public utili­ 
ties will be boosted somewhat with 
the addition of the 
automobile 
taxes, thus placing Morgan coun­ 
ty in the $20,000,000 
valuation 
class. 
Mr. Maxwell declared that while 
Morgan county has not 
reached 
the peak in valuation this 
year 
that has been reached in other 
years, that Morgan, as he recalls, 
stands about ninth place in point 
of wealth in the 67 counties of the 
stgte. This standing in\ludes the 
counties of Jefferson, Mobile and 
Montgomery, the wealthiest areas gatioh and his departure will 
in this state. 
; f 
¿TOP 
’ 


John A. Thomason, candidate for 
mayor of thy ^city of Decatur, to­ 
day 
made 
his 
announcement 
through the Daily as a candidate 
for that office. Mr. Thomason de­ 
clared he had no 
statement to 
make at this time as he thought 
the people of his city ware well 
acquainted with his business lift 
and his platform. 


specimens 


specimens 


Total specimens 1,652. 


t- 
TWO MEN OF 
SAME NAME 
MEET HERE 


■ 
......... 
instance of 
, A singular instance of the 
smallness of the world occurred 
this morning in The Daily of­ 
fice, when two men, of the 
same name and same initials, 
met for the second time. Their 
previous meeting was in Or­ 
lando, Fhu. 
J. M. 
Hatfield, circulation 
manager of The Daily was wait­ 
ing on J. T. Simmonds, at the 
counter, when another J. T. 
SimmQnds walked into the of­ 
fice. Their first meeting occur­ 
red when one J. T. Simmonds 
received mail intended for the 
other J. T. Simmonds. 
One 
resides 
in Jacksonville, 
Fla., 
and the other in Orlando, Fla. 
Both called in reference to 
advertisements in The Daily. 


The tax official declared 
■ V '■ 
ficial declared 
that 
f 
» 1 AilC 
nUVVlHlvllll if* I IJ^UI V III 
close to half a million. He did 
make an estimate for this year. < 


TO GO TO TEXAS 


Popular Minister To 
Leave Monday For 


NEW ORLEANS, La., Sept, 2 .- 
(AP)—Edward Harmeyer, 42, be­ 
lieved crazed by drink, and tor­ 
mented by a separation from hia 
wife, slashed her throat as 
she 
^»|-pt early today. 
Mrs. Harmeyer died a few min­ 
utes later. 
Harmeyer, carried to 
police station, admitted the deed, 
Saying he had been contemplating 
it for some time and had “sharp­ 
ened my razor purposely to do it.” 
The couple had been separated 
since last March. 
Harmeyer re­ 
turned to their home several weeks 
ago and had been remaining there 
since, although Mrs. Mary Feagan, 
#ii» motherrin-law, said there had 
Seen éo reconciliation. 
* 
Mfs. Harmeyer is survived 
by 
four children. 
Arthur Harmeyer, 
a 
brother, formerly was a city 
councilman here. 


New Pastorate 


Thornton Crews, minister of the 
Grant Street Church of 
Christ, 
will leave Monday for Plainview, 
Texas, where he will become min­ 
ister of a church, larger than the 
one he leaves here. 
Mr. Crews expressed his 
keen 
regret at leaving his many friends 
in Albany and Decatur, but he 
goes to Texas in the hope that his 
health will be improved. 
He ex­ 
pressed also his deep apprecia­ 
tion today for the kindnesses 
which have beén shown him and 
the members of his family during 
his local residence. 
The retiring minister of the lo­ 
cal church has a host of friends 
both in and out of his own congre- 
oc- 
n much regret, but 
he will 
with him into his new field 
wishes for a long 
ssful pastorate there. 
During his service as minister 
of the local cIV-J, it made rapid 
a, including the recent com­ 
etían 
of a handsome building 
with a seating capacity of 750 per- 
n Grant street. 
| | 
W; :•...................... . 


Special Program For 
Date Arranged By 
Committee 


Stores Enter Fall 
Business Grinding 


suc- 


Establishments in Albany-Deca- 
tur remained open this afternoon 
for the first time since June when 
the half holiday idea was inaugu­ 
rated among local merchants. Clos­ 
ing of the half holiday plan is tak­ 
en as an indication that the first 
fall business rush is at hand. 


Attorney Has , 
Much Sickness 


J. N. Powell, Fa V-viile attVney, 
attending court sessions at the 
Morgan courthouse today, declared 
that there has been much illness 
in his family for the past 
six 
months. 
Mr* Powell stated that 
typhoid feVer has attacked 
his 
family and that one care 
after 
another has forced him to neg­ 
lect the duties of his profession. 


Robert Sessions, of Birmingham, 
winner of the national oratorical 
contest last year, will be the fea­ 
tured speaker at the weekly meet­ 
ing of the Albany-Decatur Kiwanis 
chib Thursday evening. 
The bringing here of the cham- 
boy orator of America is a part 
of the Kiwanis club’s observance 
of the Constitution Week, and was 
due largely to the efforts of the 
educational committee, which has 
worked hard to have the program 
one of the best ever presented by 
the club. , 
The meeting this evening 
will 
begin promptly at 6:30 o’clock at 
the Y. M. C. A. 
In announcing 
the coming here of Mr. Sessions, 
the “Log Roller,” official publi­ 
cation of the club, says;* 
“The educational committee has 
arranged an extra special 
pro­ 
gramme this week. As you know, 
it is Constitution Week, observ­ 
ad as such over entire Kiwanip, 
as a special feature, we will 
and 
have with us Robert Sessions, of 
Birmingham, who won last , year 
the National Oratorical Contest. It 
Í» reported that Robert is the great­ 
est orator in the United States, 
and our club is particularly fortu­ 
nate in having him with us.” 


FRIEND OF SLAYER 


ANO OF HIS WIFE 


Golden Played Games 
With Bachelor In 
Latter’s Boyhood 


HAD FIRST CfcUE 
TO SOLVE CASE 


Youth ‘Turned Away’ 
When Told Car Was 
The One Sought 


Army Airship In 
Forced Landing 


WETUMPKA, Ala., Sept. 2.— 
(AP)—Sheriff John Golden played 
games with Clyde Reese Bachelor 
when the confessed slayer of Judge 
Lamar Smith was a child. Mr. 
Golden saw him grow to manhood 
and married to Eliasbeth Smith. 
He loved them both like hia own 
children. 
Eight hours before he arrested 
Bachelor, tho sheriff believed in 
his own heart that Bachelor was 
the man he wanted. The sheriff 
kept his man constantly under sur­ 
veillance. 
He prayed that he 
might find the evidence in hand a 
terrible error. 
Finally the officer steeled him­ 
self to duty when clues would not 
lead elsewhere. One would not 
pick Sheriff Golden, massive, stem 
and grey-eyed, as a sentimentalist, 
but the officer admitted that “duty 
sometimes hurts.” 
An inscruitable fate a pepa red to 
have played a part in Bachelor's 
fate. 


WASHINGTON Courthouse, b., 
Sept. 2.—(AP)—The army semi­ 
rigid airship TC-, bound from 
Langley Field, Va., to Scott Field, 
HI., landed near here at 11:14 east­ 
ern time today to refuel. 
Members of the crew said the 
ship ran into bad weather in Ufe 
early part of its flight and 
in 
bucking the elements used up mote 
fuel than had been anticipated. 
They said they were bloufr 160 
miles out of their course in West 
Virginia and Virginia. 
The unweildly airship was tend­ 
ed perfectly in a field a mile south 
of here. 
The ship left at 12:06 
p. m, eastern time. 
It was the 
intention to stop at Dayton, tho 
officer said. 


Body of Unidentified 
Youth Is Found In 
Field Today 
A > • V... •THE SCHOOL TAX 


CHICAGO, -Sept. 2.—(AP) 
lieved to have been tortured 
to 
deatfy with fire, gasoline and a 
r°P?¿tlbe body of a man was found 
in 
field ‘‘tifear Chicago Heights 
today. 
Pólk* attributed the kill­ 
ing to á bootlegger’s war that has 
claimed seven lives in the suburbs. 
A rope was arouid the reck and 
the clothing had been nearly burn­ 
ed off the body, which was char­ 
red sufficiently to make identifi­ 
cation difficult. 
Police said it appeared gasoline 
had been poured on the man’s cio- 
thw :"" -1 
----- ~~r - -------------- 


'jg 
Dc Few -Votes Are Cast 
£ z i : . 


It could 
not 
be 
determined 
whether the man had been killed 
by the flames 
or 
by 
previous 
strangulation. 
The- body 
niig^t 
have been dragged' to $ e 
spot 
where it was fou’tefj poi£e said, by 
the rope about the neck, the man 
having bee» killed in some other 
way. 


Against Issue In 
• Three Districts 
' * m¿ '• 
.rjr: 
overwhelming 
i m 
sentiment 
existing in Morgan county for bet­ 
ter schools was reflected in the few 
ballots cast against the school tax 
in the recent election, returns of 
which were checked late yesterday 
by the board of revenue. 
The following results 
nounced: 
were an- 


Danville, number seven, for tax 
34, against ta¡x, none. 
Round Top, number twenty-one, 
for tax nine, against tax, none. 
Hartselle, number 29, no election 
héW. 
Venice, number seventy-one, for 
tax 14, against tax, two. 
The 
results of the 
election 
brought a total of 44 districts 
the county voting the tax. 


A Meddling League. 
Building a Messiah. 
( Young Theodore la Wise. 
Poor Joan of Arc. 


By ARTHUR BRISBANE. (Copyright, i926, by The Star Co- 
For Albany-Decatur Daily). 


I , 


:T0; MEET 
INFORMS PASTOR 


Confessed Killer Now 
Without Hope, He 
.Tells Minister 


NO MOTIVE FOR 
CRIME F< 


Both Families Shot 
From World And 
Keep Silent 


Sheriff Golden ordered hia chief 
deputy to bring the sheriffs car to 
the sheriffs home. 
The deputy 
brought another car by mistake. 
The automobile which the deputy 
took to the sheriff was Bachelor's 
car which had been parked along­ 
side the sheriffs downtown. 
The sheriff glanced at the ear 
casually when it was driven to the 
house, but that glance 
caused 
Bachelor’s undoing. 
One of the 
celluloid panes in the back 
was 
torn exactly as a witness had de­ 
scribed the car which bore the as­ 
sassins of Judge Smith. 


That pictur^ of the torn cellu­ 
loid would not down. 
After the 
deputy had restored the car to 
Bachelor, the sheriff approached 
Bachelor and said: 


in 


In offering, Mr. Brisbane’s 
daily editorials The Dai)y does 
not necessarily concur with his 
opinions, but offers them as 
the sentiments of the highest 
paid editorial writer in this 


FIVE HUNDRED year. ago. 
Charles the Seventh of France, 
as ungrateful and cowardly a 
king as ever lived, vowed that 
he would build a church in hon­ 
or of Joan of Arc? if she drove 
the English out of France. 
She did it, or rather the fight­ 
ing 
Frenchmen did it, when 
they found in Joan the inspir­ 
ing leadership that their king 
could not give. „ ' 
But the chapel was not built, 
and the king looked on, never 
lifting a finger to save the girl 
that saved him, when the Uni­ 
versity 
of 
Paris 
and 
the 
Bishop of Beauvais caused her 
to be burned as a witch. 


Now at last, the church in 
Joan's honor is finished facing 
the hill at Domremy, where 
Joan waa born and the world 
first heard her voice. 
It took 
33 years to build the beautiful 
church. 
Let ua hope that Joan of Arc, 
looking down from heaven can 
see the church end find satis­ 
faction in it. 
She probably 
looks down, also, on the Charles 
the Seventh, burning in hell, 
with not the slightest chance of 
ever getting out. But she ii too 
good a girl to enjoy that sight. 


^ THEODORE 
ROOSEVELT, 
the second, attacks the World 
Court, with a fighting spirit 
that would please hia father. He 
says “The forcea of internation­ 
alism, in the United States” 
were determined to get us into 
the League of Nations, some­ 
how, “If they could not get us 


Continued on page xourj 


“Clyde Reese, your car sure fills 
the description of the one I am 
looking for.' ' * 
The sheriff said he made the re­ 
mark to watch Bachelor's reaction. 
Without a word Bachelor turned 
and walked away. 
The sheriff was convinced. 
This was hours before Hays 
Leonard, the negro farmhand, had 
told his story to the sheriff. The 
sheriff did not need that confess­ 
ion. His mind waa fully made up 
and an officer was in sight of 
Bachelor from that moment until 
kis arrest. 
J 
f»Vt f„ 
w 
j 
a 
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searching 
«mity of 


T. Somercoven Is 
Dead In Brussels 


News has just been received in 
Albany-Decatur of the death in 
Brussels, Belgium, on August 22, 
of Theodore Somercoven, aged 45 
years, a brother of Mrs. S. 
A. 
Owen, of ít'ZÚ Seventh hvhiuw IV—«i 
vw m nr MX; 
litit u V"If Uv VV 
Albany. 
Mr. Somercoven was a soldier 
during the World war, having 
fought valiantly on the side of the 
Allies. 
He was buried^ with 
a 
French Flag. He died, of cancer, 
on his first wedding anniversary. 
Their many friends have been 
extending sympathy to Mr. and 
Mrs. Owen. 


WETUMPKA, Ata., S.pt 1. 
(AP)— While no direct 
has been made by members 
Clyde Reece Bachelor’s family 
connection with his defense in 
case of the state 
against 
charging murder of his 
tew, Judge Lamar Smith, it 
indicated here today that 
insanity would be 
Bachelor yesterday 
plotting the death of Ji 
with Hays Leonard, negro 
hand, who fired the shot that 
ed the Wetumpka lawyer. 
W. E. Bachelo: 
said that no *r 
Iteayt Jte___ —t 4 ' 
u isruvfrPQ 
was amplified with 
that Clyde had never 
money., 
It was said by 
vesigating the case 
Smith and Bachelor 
wealthy—among the 
this section, Henry 
ther of Clyde, officers found,' 
always been liberal with hia 
and Judge Smith was known 
have been most friendly with his 
sons in-tew in all matters, includ­ 
ing finance, 
Officer» found upon 
the records of the University 
Alabama that Clyde Bachelor, w ar ■ 
dismissed from that institution til 
his freshman year, 1917*1918, af­ 
ter failure to meet University re­ 
quirements in a single subjects. 
Both families have shut thent- 
vea from the world as mush as 
ssible. Mrs, Smith and Mr*, 
helor are prostrated with grief, 
ysicians are attending them and 
all callers are denied admittance. 
Mrs. Bachelor is at the home of 
Her brother George Bernard Smifh. 
Spokesman for the families 
there had been no eabmngen^É&i 
in any sense. 
A report reached officers today 
that Mrs. Bachelor was so devot­ 
ed to her husband that she probab­ 
ly would stand by him in his trial. 
Authorities here have found ini 
tense feeling among the people, 
but no threat of violence has been 
hinted. 
^ 
t 
The people, officers say, are In­ 
clined to look upon the case as 
something of a “family 
affete» 
which will be investigated “with 
sound sense, without thought of 
persecution or prejudice to 
lone.” 
through a newspaper 
cc 
pondent, Bachelor sent his wife ftr 
message just before leaving Mobile 
last night. He aaid; “Tell Eliza­ 
beth I still love her and there 
hasn’t been any change m my love 
for her and my little baby. See 
to it personally that the gata thia 
message and I will appreciate it” 
Bachelor w^pt libg a child as 
the message Wa* ’delivered. 
He 
continued: 
' * j; * f 
“You can't understand it You 
don’t know how thia thing is cete j 
ting into my soul.”' 
“Why did you do ft? Were you 
drunk?” asked the newspaper man. 
Bachelor replied; 
“Well, I tried to do it once or 
This time I 
me* Then it 
twice before, 
whiskey with 
pened.” 
In verification of this 
a bottle containing a small 


(Coutined on page fiva) 
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requirement* at the Farm Bureau 


Since thr withdrawal »f th* Fort 
tender thr* Farm mihnut ha- .tmw 
m itf policy of explosive* mui tar 
Mllwrt wkhoqL endorsing t>*v o f 
17 Babies Every Day 


Meeting To Be Held 
Florence Sept. 22 
To Flan Action 


M « W * r v tM .K . FI.., S ,rt 
( AIM -B » rW t . tn w .. 
•tU lfc » of younir flrl., uod thf 
alleged yettfmth, uodxr psnltd 
U«PV **mcnc* Of 15 ytftffl #K 


submission. 
* 


All Had b.,n h.W In (♦» J 
for condemned i % 
h 


With a new to formulating the 
Farm Bureau policy 
on 
Muscle 
Rhoal* the executive /•owmlttee of 
the American Fan» Bureau Pedi­ 
era! ion will meet #T Florence, Sep­ 
tember 22*21, according f f Edward 
A. O'Neal, president of the Ala­ 
bama Farm Bureau Federation, and 
vic*»-pre*ident 
of 
the 
American 
Farm Bureau Federation 
in 
the 
Alabama Farm Bureau New*, 
The Invitation to the national 
committee to meet at Florence was 
extended by the Alabama organ­ 
ization, ami Mr. O'Neal has ju*t 
received information that it ha* 
been accepted. 
He aaid that the 
executive committee of the 
Ala­ 
bama Farm Bureau will be host* 
to the national committee, and that 
the members of both committees 
will be in Florence at that time. 
The executive committee of the 
American Farm Bureau Federa­ 
tion is composed of 14 members 
plus the officials. 
Every section 
Of the United States is represented 
with the largest representation in 
the Middle West where the organ­ 
ization has its largest membership. 
Recognizing the possibilities of 
Muscle Shoals the Farm Bureau 
has been a big factor in the fight 
to use it for national defense in 
times of war and for agriculture 
in times of peace, by manufactur­ 
ing explosives and fertilisers. The 
tender of Henry Ford for Muscle 
Shoals was backed by 
the 
Farm 
Bureau because it 
embodied 
the 


However, ft cost* »o morn to 
keep Sophie Emily than to hoard 
na average cow, and her average 
record is 42 pints a d»y, whereas 
the output of on ordinary row 
runs to 25 pint* a day, or less. 


A yiar-old I aby usually require* 
about two an ! * half pints of miig 
a day. 
In other word*, if Sophie 
Emily’s milk w* re used for that 
purpose, she would furnish enough 
milk a day to keep seventeen 
youngsters nappy and heahV 
A 
D O T (. 
tf« w }i 
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K . U r ' e y m-.v o w n e d b y 
1’• hensn, Jr., of Lockport, New 
York. 
In the past if* years she 
brifl yielded 92,000 pound* o f milk 
and 4,5^ 1 pound* of hntter-fit. 
W 
h 
| 
With butter wholesaling at 4014 
cent* a pound, Sophie Emily ha* 
\ YM» 
earned |2 ,063.20 on butter, while if 
1 
her milk wa* raw at 7V* cent* a pound 
V J 1 
(or pint) it would bring $$,000 for 
Sophie’* owner. Of course, all of this would ^ 
not he profit, for the upkeep of an average cow ~ 
i* around $18 a month, which would make it : 
cost abom 
$972 ovor- 
if 
. 
: 
he;,.! 
f o r 


W 
S o p h i e l;ni 
Jrn 
1 
bern stand 
'l 
’ 
M 
i 
in* 
h e r 


R. FT RR \N 


OS. ANGEIF.S. — Jacqur in< 
in, former 
Xicgfeld 
rfnftcer. 
play Marv Magsdnien- in Uodl 
DeMille * daring jrirfcp 
of th* 
of Christ. ‘The K ng o. King?.” 
he role is r»ne o? the most dft- 
it an actress ha* even attempt- 
or, é» He Mi He himself pointed 
“ no greater e xtremes of char- 
r «in be imagined than Mar, 
Malsne, wanton, voluptuou a.wl 
ul. the toant of Jerusalem; an.' 
j Magdalene after (he eofiver- 
, humble, sorrowing, penitent, 
spiritually beautiful. 
Seflof 
I convince me Miss Logan hi 
B»le of handling thl* character* 


On account of the death of Mrs. C. D. 
Watson, claim number 81 is now due 
and must be paid on or before the 16th 
day of September. 
selection bf Miss Logan end 
earrh of the motion 
picture 
for #eeks. Screen tests of 
different actresses were tak- 
d a . many more were eon- 
1, but DeMille himself feP 
to make k m m rm . The d!- 
then asked Jesse Lasky and 
•1 <MU*fn, rival prod,— «- 
irawman, movie 
showmah; 
Macpherson, scenario writ 
■uoe Barton, famous essay- 
K 
nnd Mrs. Barton to 
Logan was then se- 
She is a native of Texas 
-’as educated there and hr* 


E. H. FARISH, President. 


H. M. PRIEST, Secretary. 


Council Number One 


’ 
* ONE COW WHO EARNS HER KEEP. 
Sophia Emily, Pr«*e Winning 
w ii® lrt Si* y ear* Ha* 
Avaragrd 42 Pint* of Milk Daily— Enough to Feed tho 
Savantacn Babiei Hera ShoWrt! 
| Church Fan Is 
Believed Stolen 
Fall Styles Are 
More Intriguing 
To Hollywood 
DON’T DELAY 


a delayed season by delaying prep 
arations. 
Get ready now by buying supplies 
at the following prices from us— 
6 feet cotton sack, A grade— 


Whether it is the hot weather, 
or w'anton destruction of proper­ 
ty is the question asked by Cen­ 
tral Baptist’* today as the loss of 
an electric fan was reported. The 
fan disappeared Sunday 7 
m the 
wall y iere it has been securely 
bolted. 
Rev. W. P. Reeves said 
today he did not know the motive 
for the removal of the fan. 


By international News Service 
HOLLYWOOD, 
Cal, — Fall 
styles this year are even more 
intriguing than last year, 
ac­ 
cording to Aileen Pringle, Me­ 
tro Cioldwyn-Mayer player, who 
ia known as “otj^ of the best 
dressed women on the screen.” 
“The fascinating thing about 
this 
year’s 
fashions,” 
Miss 
Pringle explained, ‘Ms the fact 
there’s a style for everyone. De­ 
signers have been 
more than 
1 kind to every type of woman. 
‘‘Length of Bkirts vary from 
five* inches from the floor 
to 
i fourteen inches from the floor. 
The flappers will be delighted 
with the novelty 
suits--short 
jackets and short skrrts-, math* «f 
plaids and btfRiant colors. 
‘‘The sophisticated type 
can 
go in for velvet and soft furs; 
long skirts and soft, small, crush 
turbans. 
“The demure misses will love 
the period evening gowns 
of 
taffeta and lace. They are very 
Tong, with full skirts and tight 
bodices and large, droopy hats 
for evening wear.” 
............... 
.mi............■■■■■<■........................................................................ 


Business Men To Aid 
in Bringing Tile 
Attraction 


A Special Session Is 
Center Of Much 
Speculation 


1c and colorful Hfe 
nd, 
thé 
“Swedish 
and the idol of the 
1 in 1850, I* to be 


is a prescription for 
M al.nin. C hills and Fev«* 
D en p u s or Hflidns F e v e r . 
It kills the germ» 
MONTGOMERY, Ala., Sept. 2— 
(A P )—Governor Wm. W. Brandon 
today safd that he had not decided 
whether or not he would call a spe­ 
cial session of the legislature. 
It 
was rumored aihoitg hts friends u 
few days ago that there was a 
stro'hg probability of the governor 
calling an extra session for tnc ap­ 
propriation of 
adidtfnnal 
school 
funds for use in the schools of the 
state. It was further reported that 
(Jbvemor Brandon was waiting to 
consult Cotond Bibb Graves, the 
newly nominated chief executive, 
lx-fore deciding on the premises. 
At that time Colonel Graves was 
out of the city. 
It is said that unless a special 
session is called to 
approximate 
$2,000,000 for the schools that this 
amount will be left in the state 
treasury as a surplus when Givem- 
or Brandon goes out of office. 
Just what will he the opinion of 
I Colonel Graves on the matter when 
lie is consulted about calling an ex­ 
tra session by the Governor is not 
known. So far none of his friends 
have predicted his attitude toward 
calling a special session and ap­ 
propriating 
thé 
$2,000,000 
for 
school purposes. 


C. 4. Randolph was selected as 
general chairman at a meeting of 
business men, interested in bring- 
ng the Radcliflb Chautauqua here. 
W. W. Rahm was selected as sec- 
•etary-treasurer; Charles Rountree 
is chairman of the ticket commit­ 
tee; John WHks, chairman of the 
idvertising committee; Dr. F. L. 
'Jarswell, chairman of the tent and 
light, 
committee; 
M R. Rankin, 
ihairmun of the piano committee; 
J. D. Bush, chairman of the seats 
committee. 
A meeting wW! be held this af­ 
ternoon by htnrtness men and rep- 
r*$cntatives 
of 
women’* 
clubs 
pjdeh may be inteTeatod in taking 
ojpr the Chautauqua. 
Jb ¿ 
This year’s tour is the 13th an­ 
nual tour of the Uadctlffe organ­ 
ization. 
The following three-day 
irogtam is planned here: 
ÍMrsf Jlfoy—Afternoon 
The Alexander Novelty Four— 
tñteiríiiinmenf. 
DK 
T. &. Culp -Lecture. 
“Untilled Corners” 
Night 
tfr. # . f . S. Culp—Lecture. 
“The Thinker” 
The Alexander Novclíy Four— 
' ’oncert.1 
L 
& '•* z iS Ü 
I * * &1 < 
Second Day—Afternoon 
'rté Slout-Kempton Flayers, Two 
One-act Dramas. 
S 
; “This Way Out” and 
“The Next District Attorney” 
Dr. Robert M. Sand— 
“PrtaJigal America." 
Night 
Dr. Robert Wf. Sand—Lecture 
| “The Craftsman" 
The Slout-Kempion Players — 3- 
act Drama 
¿ 
“When Mother Goes on a Strike” 
Afternoon 
The Plumstead-i.ucas Company— 
Entertainment. 4 ¿>r - r 1 - 
Dr. Albert Marion Hyde— Lecture 
L' 
. t 
“The Fii^slde" ; : 
^ 
, U 
■ 
. Nigift sr 
’ ■, 
Dr. Albert Marion^ Hyde—Lecture 
“The Drlpmer” 
The Phimstead-Lirtttii Company— 
Entertainment. 
v 


CARD OF THANKS 
We wish to thank 
our ^ many 
;riends and neighbors for 
their 
kindness during the illness 
and 
leath of our husband and father, 
Mr. Wiley B. Thomas, ajso for 
the beautiful floral offerings. * 
Mrs. Wiley B. Thomas, ’ 
Alice and Aileen Thomas, 
N, Howard Thomas, 
Clara H. Thomas.__________ 
Mrs. Ludle Bethany, 
Mrs. J. Thos. Simmons. 
A grade duck iit the ffiece. 
Stand] 
ard 8-oz., a real good piece of DuckJ 


Destroys Malarial 
Germs in the Blood 
and Restores Enetf|y 
Grov&’s 
r ¡¡steles* 
C hit/ Tonic 


CHANDLER’S 


Developed 4| World * 
fS2£,‘3¡ 
ln*tl(ut«. Will «*•» 
•tain. Plreimtodor. 
HarmkwUihumatM 


• . • they said the floor 
looked beautiful . # . hut 
they could hardly believe I 
had finished it with DUCO 
while the cake was baking.” 
D 
UCO remove* all difficult!** 
from home decorating. For 
it dries to quickly, spread* SO 
easily and does not show brash 
marks. 
; 
1 
Easier to apply. . . every job a 
jWBH W yjob... and the jew el- 
like surface will not crack, chip, 
blister or peel. 
Úse Duco for all woodwork» 
furniture/autos, floors, walls and 
metalwork. Furnished in six­ 
teen permanent colors and black 
and white. 


Bachelor Ready 


To M eet Maker, 


Informs Pastor 


“At Your 
Retailer.” 


CVoGUE 
MONTH LYJT/LE 
Vfioq.ojrn c4 íj b 


(Continued from page one) 


flty of whiskey was found He§»dl 
the hoté in the fence dnd hedge 
at the Smith home, through whiéb 
Bachelor and Leonard gained en­ 
trance before the assasiroatlolbl*' 
Btochelor jj a nervous t¡trr|r, M 


City Cases Are 
Still In Court 


•Street. na**aamáyt *ai««» ÍÉÉÉ>áJM 
fleers and newspaper » men say. 
His slender fingers 
plow 
often 
through his disheveled locks and 
his eye* are wide arid staring. Hb 
shoulders stoop 
dejectedly 
yet 
there are lines of gentility ih the 
boyish figure. His mouth is strong 
He asked for a Baptist minister, 
and Dr. Charles B. Arendnll offer- 
tea consolation. 
He conversed with the minister 
out of ear-shot of deputies. 
He 
told the minister: “I hope for noth­ 
ing. 
I am prepared to moet my 
maker.” 
. 


before the Morgan county circuit 
court .Iming occupied court sessions 
since* Wednesday tfftemoon. 
Mar­ 
ion S. Bingham was grilled this 
morning on the witness stand f>y 
both the attorneys for the defend­ 
ant and the plaintiff. 
Mr. ¡ging­ 
ham remained on the stand per­ 
haps longer than any other witness 
during the current court term. 
It 
is thought a decision can be reach­ 
ed this afternoon in the first case. 


Heavy Purses Are 
Offered At Fair Clemency Denied 
To Three Slayers 


, 
**** PfSSMM* »chiev«m*ttf m i nuuie In th* production 
of faoithca for hiuuiy Com u—. W» carry it in •» popular colon. 


SIX NEW DUCO COLORS 
/ 
NOW IN STOCK 
^ 
CORAL ROSE 
POWDER BLUE 
FRENCH GRAY 
CHINESE YELLOM 
NILE GREEN 
MANDARIN RED 


crEPTEMBEÜ 
THREE DEAD IN COLLISION 


MONROE, Mich., Sept. 2 -(A P ) 
Three persons ai* reported dead 
and many others arc in hospitals 
here a« result of a head-on collis­ 
ion of two interburban passenger 
ears north of here this afternoon. 
The first reports said * the cars 
telescoped about two thirds of their 
lengths. 
. 


MONTGOMERY, Sept. 2. --(AP) 
—Purses amounting to 
approxi­ 
mately $8,250, are offered by the 
racing committee of the state fair 
of Alabama for the various racing 
events scheduled at the fair this 
year, October 25-31, inclusive. 
There will be five dfa^s of rac­ 
ing at the exposition and five fea­ 
ture racing events on eahh day’s 
program. 
The first race is to be 
worth $200. 
A purse of $250 has 


A j Upper oj exceptional beaulp. 
Black patent—oj course. Qua, I , 
vamp edged in heath tanned kid. 
Narroiv single strap of same 
material, fastened hy a uhigue 
adjustable Scarabian buckle. See 
this latest fashion triumph bp 
Boyd-Welsh. Moderately priced at 


COLUMBUS, O., Sept. 2.— (AP) 
The state hoard of clemency today 
refused to recommend intervention 
by Governor Vic Donahey in the 
scheduled 
execution 
tonight 
of 
John Bryant, negro, and Richard 
Rhodes and John 
Hedrick, 
both 
white, of Pomeroy. 


M^urie*. Cofitcllo, the first “great 


H r 
s*reeB- 
retun 
OT^Ctprel lo Jackie Coogan’s new 
«düaio», Johnny Get Your Hair 


Costello’s two daughters, Helene 
lAj Dolores, are considered 
the 
^ 
prowfxirig star material in 


MALONE 


COAL & GRAIN CO 
I, many 
years ago. 
He 
has 
since played in amateur per foam 


Phone Albany 13 
theatridals, and medicine shows. 
Recently, Langdon graduated ottt 
of the two-reel comedy game inftr 
feature length productions ni\d has 
just completed his second picture 
for First National, “The Strong 
Stan,” 
* 


SHOWN EXCLUSIVELY AT 
Langdon, Firr.t National’s 
feaédy star, is a graduate of every 
of th» amusement profés­ 
en, 
Langdon’s first appeafance 
ÉK In the cheap Omaha 
music 
'Nereis only ONE Duco-DUPONT Duco 


WLM a n t m e Aiim d a i l y . T h u r s d a y , S e p t e m b e r 2, v 
V i» w n i- 
-**— 
- •- — .u, m 1 .»».. ■. ^ ju ílm i .limr-'iigas ’ "•-' - 11 
* 
.. 
TO AVOID KKCUIlIiiJKl 
:-.OF TUBERCULOSO._ 


popular me t4 * t # f 
tb% (ubllM j^ftpsineKS visit to the Southern j f— 
"Hr,iol fatuit y, w4R iwt return this JPhft of the stsrtc 
CROSS 
SECTIONS 
DECATUR PUBLIC SCH 
* Athens News 


4» 
4* 
4. 4. 
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By II |*| ROSEN A l\ Jr. 
FIRST BALK IN LIMKHTONK. 
The first bah1 of 
Limestone's 
1026 cotton crop was brought to 
Athena this week by W alter Star- 
key of H arris «fio sold to Eugene 
B. Polytin^ky for ?S»* per pound, 
Mr. PoljrtinsKy having advertised 
that he would pay this jtriee for 
thg first halt* of Limestone cotton. 
The cotton was ginned a t Beas­ 
ley’s gin. 
Mr. Starkey has the 
reputation of being ap unusually 
good farm er and on several pre- 
vlcuw occasions has brought in the 
find hide of the season. 


Alia Carter and daughters have 
returned irut» NaahviUé ~*á------- 
Mnw Homar Psaiwh has re to rt­ 
ed from Huntsville, 
Dr. snd Mrs. Silaa Yarbrough 
hi ve returned to Tessa after visit­ 
ing Athens relatives 
Mr. and Mrs. Edward Goodrich 
returned this week from Lawrence 
ville, Va., where they spent the 
past month with Mr. Goodrich’s 
mother, 
■ 
------ ------ - 


"W hen is the state legislature 
going to m eet?” booms op and 
down Albany Dec atur streets with 
the frequency of 
dust 
swirling 
wjindc in the month 
of 
Match, 
Speculation is rife among citixens, 
y tt nobody knows anything about 
it. 
Legislators declare that their 
minds are a perfect blank so far 
as predicting the 
step 
Governor 
Brandon is going to take within 
the next few d a y 
The $2,000,000 for edurational 
purposes is interesting 
» 
grüfc 
many people, who would like to 
tee the Brandon admtnintration add 
another good notch upon the hilt 
of the »dministration record. 


Mms Lucille Free mg' 1 of /Shef­ 
field is the guest of Hiss M ary 
Bates. 
Dr. J. R. Crawford, Presbyterian 
minister, has returned from 
his 
summer vacation 
«tv 


Mrs W, E. Maples is seriously ill 
al a Nashville infirm ary 


(Haxe has returned from 


CITY CA N DID AT KB Q1 AL1FY. 
At the timo that the limit Cor 
qualification for city otfkdk ex­ 
pired Tueaday night the following 
had qualified for the city offkea. 
Mayor: T. G. Black, A. D. Carter, 
C. W. S atw r. 
Alderman: 
Ifliat 
Ward— R. W. M artin, Thom asfP. 
Sm ith; Second W ard—J-1 B 
Sar 
vcr; Third W ard—Sam Bowen, R. 
H. Cole; Fourth W ard- W. B. Cole, 
R. H. Richardson. Jr. 
Aldermen 
at Large —P. W, Hendricks, 
Mac 
Kenncmer. 
The cm-lion is set for 
September 20. 


"S ore?” Dave Almon speaking. 
"W hy should I be sore? 
My fam ­ 
ily has bean treated more kindly 
by the people of this section than 
any family you could possibly pick 
out. Of course I’m not son*. John 
Sample is a good lawyer and will 
make a good record as solicitor. 
I served my time as solicitor, the 
people have the right to elect whom 
they please. 
I haven’t a kick in 
the world. I’m just thanking them 
for what they have done for mo 
and mine in the past.” 
And so the old war horse goes 
about his daily tasks, feeling no 
enmity toward anyone and happy 
that he isn’t faced with the same 
responsibility he has carried for 
the many years he has served the 
people as a public official. 


The Vanderbilt-Alabama football- 
game has caused .more, oemment 
than any other sporting subject in 
the past few 
days. 
People 
of 
sportdom are apparently without 
much interest in the coming Dcmp- 
sey-Tunney fight on 
September 
23, the Labor Day twin bill down 
a t Malone Park, or any other thing 
concerning baseball. 
They're al­ 
ready talking the coming battle 
between Vandy and Alabama and 
gathering all their loose semolions 
to cast into the big pot before game 
time. 
; 
Some feel that Alabama will not 
be able to make the grade .after 
losing seven stars, others 
think 
Vandy is without stare though not 
hurt a great deal by graduation. 
One man declared 
this 
morñiite 
that he believed Alabama would 
pull through regardless of the fact 
th at some of the best foothajl ma­ 
terial known to the Southland is 
gone. 
He based his 
opinion 
on 
The—fact th a t~ Alabama 
had 
a 
championship Freshman team and 
all southern picks sitting on the 
bench last season. 
So th a t’s that. 


MADE 


WITH 


FINGERS CUT OFF. 
J. W. W arren while w orking’>L 
his shop several day» ago 
near 
Elkmont had the m isfortune to 
have two of his fingers cut off. 
He Is said to be on the roadI tb 
recovery. 


SOCIAL. 
Among those entertaining this 
week Jiave been 
Miss 
Lucille 
Crutcher, Miss Helen Hendricks, 
Miss Lillian Feigley, Miss 
Opie 
Ijec Gray and Mr. and Mr». C. W 
Sarvcr. 


Place halves of canned pear hies in square 
wet mold. 
Dissolve I envelope of softened 
gelatine in 1H cups of boiling water, add 
1-4 cap of sugar and 1-2 cup ertch of lemon 
juice and the syrup from the peaches. Pour 
the m ixture over the peaches, and when 
cold and firm cut in squares with one-half 
peach in each. 
, 


Miss Mild m i Johnson of B ir­ 
mingham is the guest of Miss Opie 
Lee Gray. 
SACRJED HARP 


ANNUAL SINGING 
At the Morgan Coun% Courthouse, Decatur, Alg., Satur­ 
day p i i <! Sunday, September 5-6, all day. 
Everybody in 
this section is invited to attend. The greatest day in the 
history of Sacred Harp Singing. Come to Decathr—come 
to Morgan County. 
You are welcome! 
You will be in­ 
spired! 


J. ¥, EYAN, Chairm.n. 
- 


Clarence Frost, Jr., form erly of 
Athens but now living in Philadel­ 
phia stopped off in Athens and 
was with friends the first pajrt of 
this week. 
Mr. and Mrs. Josiah 
Crudup have returned to 
their 
home in Forsyth, Ga., after visit­ 
ing in the home of J. W. Cham­ 
bers. 


Ice Heeps foods at proper temperature Summer a n d 
Winter— not too warm or n o t to o cold. 


DECATUR ICE & COAL CO 
I 
. ,Sl. 
„ * 
^ 
^ 
Phone Decatur 39 


News has been received ‘here 
that Miss I* ta 
Mason, 
former 


’--r—■■ 


We have left 55 Summer Suits in Lorraines, 
Linens» Young Men’s Flannels and Tropical 
Worsteds— some with two trousers 
sizes 34 to 
44— a few stouts and stubs. You can buy these 
suits 
i, , 
, 
“ V ‘/ ‘ I E 
.. 
riday—Saturday 


R eturning' from a visit to the 
state capital a local official said 
|i j yesterday that people 
in 
Mont­ 
gomery had discovered that from 
150,000 to 200,000 Alabamians had 
voted for Colonel Graves for the 
governorship, since his election. 


Commission Will 
Suspend Freights 


Y V E S -lK M O b J- 
1 I &OUGKT A Boy: 


t o o - a t m a v h g m 
AMD E lM tó I ITS 
REAL "E E Ph" 
/ 
C. AM DS' A M D . 
M OT 9 0 BAD ** I j 
, FOR <\8i r J l 


MONTGOMERY, Hept. 2 .-(A P ) 
—The Interstate Commerce C<0111- 
, missioh ut Washington has 
sus­ 
pended until December 
23 
new 
freight tariffs providing for 
in- 
OteiM’ jn the rates on sugar from 
Louisiana to Te*as and 
for 
in­ 
creases and reductions in 
those 
rates from Texas to LoQistana. An 
inquiry will be held in the mean­ 
time. 
The commission also su ponded 
until December 28 the operation of 
ucw schedules proposing to cltui- 
n*te routes by 
Montgo .Sry 
in 
connection with joint thr, 
rates 
aa «otton artd related ar t f u l aflffTr 
nating 
certajn statiei 
n the 
L. & N. in Alabama anil YLv*'tied 
to North Cnpattm* Soyth Caro’ina 
and Virginia. 
The effect of the 
new rates will be to leave no joint 
through rates in effect on this tra f­ 
fic by way of Montgomery, 
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( s e n a t o r BORAH BELIEVED TO BE 
PREPARING POR HIS BIG CAMPAIGN. 


Effort* t i f f mudo in the republican natfimk! eon- 
jí SW? 
vontion two re*r* *go to persuade Sor.«tor Borah, 
tha stormy petrel from Idaho, to accept the nomi- 
nation or vke-preafdent at tho running 
mate 
of 
Preside m Coolidge 
He decTftfld with thank*. 
Many obaervert wondered at the time if Senator 
J p 
Borah did not ea*t anxious eyes toward the next re- 
\ 
publican national convention, four years away, with 
J 
a view of becoming the party's nominee fot the 
y 
major office, instead of the lesser one. 
Inuring this hot summer in Washington, Senator 
Borah is giving every indication that those who 
* 
guessed this way guessed right. 
Instead of going 
^ 
^ 
~ 
home to build up his political fences in hi* home 
/ 
and neighboring states. Senator 
Borah ha* been 
A j p ‘/ 
going hither and yon, speaking, being Interviewed, 
writing letters ami otherwise getting 
acquainted V 
with the country. 
, n .w , ¿¡¡', 
" 
Why? 
This question looms big now in the mind* t 
of those whose busmen* it is to know the 
things 
going on in the politi* al world and the reason there- 
* 
fore. 
No one can conceive of any particular enjoyment 
Senator Borah might obtain from his self-imposed 
O 1 » 
sUy in Washington. 
His office is »lee|nred to be 
^ \ 
* 
the busiest place at the capital. 
These considera- 
\ 
' *1 
tions give rise to the belief thxft the Idaho solon is 
^ 
. /¡L 
building op his candidacy for president, 
. 
If. when the time for selection arrives, President 
' r * 
,> 
Coolidge occupies scuh a commanding position that 
1 
opposition would be futile, Senator Borah can quiet- 
Akj| 
iy go about his senatorial business. 
If there up- 
flm 
pear* to be real opposition to a third term for the 
IjjB 
executive, Senator Borah, by virtue of his intensive 
/]D f l 
preparation, would be in a good position to make the 
vL vjH M 
most of his opportunities. 
V /¿VovAl 
It would not surprise these observer» 
to 
find 
Senator Borah an active candidate within a few 
months. ^ 
iAv'&isIt*:- 
Senator Bornh would be a difticult candidate for 
the democrats to defeat, despite the fact that he is 
k 
generally recognized a* ipi “ultra progressive/* líe 
¡ 
is first ami foremost beloved of the west. The dem- 
oerats would have little chance to carry the mid- 
* /,i* 
western states against him, regardless of their own 
L / 
nominee. 
7 ” 
{'* ’ 
" 
' 
Secondly, and rn view of the fact that prohibition 
*eems likely to be a national issue in the next cam- '} 
« 
paign, Senator Borah would 
derive 
considerable 
*1’ 
strength from the national dry camp. He is as dry ¡ 
Jl 
as Al Smith is wet. 
. i 
. 
^ uj,^, 
With the prohibition issue injected Into the cam- ¡Í 
ARTHUR BRISBANE) 
paign and Borah a candidate against Smith, Ritchie 
-tAnn*L-Ji.-L-u-JTj-Jwiruuu. 
or any of the other democratic leaders who are sup- 
—— — . 
posed to be politically wet, at least, it would be in- 
<Continued from page one* 
teresting to see what attitude the South would take. IV y Tiw ^TroidT^ 
eyes open, they would lead us 
blindfolded through 
the 
hack 
door/* that hack dotor being the 
World Court. 


L PLANNING IT DOWN 
f OOKT GtT P SO 
V 
* 
twin it mxy stasd] 
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ATTENTION 
Prophets 


There Will be a meeting of the 


, . AJbany-Decatur 
’ 
‘ 
1 


Founder Editor 


.. Managing Editor 
—— 
Editor 
Business Manager 


MEMBER OF THE ASSOCIATED PRESS 
The Associated ftess is exclusively entitled to the 
use for re-publica tkm of all news dispatches credited 
tí» R or not otherwise credited in Oils paper and also 
the local news published therein. 
All ri< h f of rcpublication of special dispatches 
GROTTO CLUB 


tonight at eight o’clock at 
MASONIC HALL 


StPU&LICAN f 
i PLAT FQfífA I 


By mail, dally, three months 
By mail, daily, six months.... 
By mail, daily, one year.—..... 
Monarch Preddy and several Prophets 
from Birmingham will be visitors. AH 
members of the local club and visiting 
prophets are urged to attend. Import­ 
ant business. Wear your fez. 


V E. R. HUMPHRE T, President 7 ‘ 


E. E. DICKINSON, Secretary. 
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From The Daily of 
September 2, 1314. 


J Gordon McDuff nan returned to his home 
here, after having finished the baseball sea­ 
son with Columbus; (7a., or the South Atlantic 
League. 


J. W. Cunningham left today for a month’s 
stay in Red Boiling Springs, 4 r 
v L . > 


Lamar Cartwright, Will Wyker q(hd party 
will leave about September 1 for Blue Water. 


Born to Mr. and Mrs. L L. MeCulloch, a 
fine boy. 


E .E. Graves and family leave Friday for 
Trenton, Term., to be guests of his brother. 
EVERY PERSON WHO SAVES 
wants the satisfaction of putting his 
money where it will do him the most 
good 
. 
That means that, above all it must be 
S AFE— and that is why so many peo­ 
ple open accounts With the CEN­ 
TRAL NATIONAL, which has Cap- 
4ta4 and Surplus of $240,000.-00 for 
the projection of fuhcts* \ * 
" 
4% Interest 
, f CompoundedQuarterly 


SALMON INDUSTRY FINDS ADVERTISING 
PAYS THE ADVERTISER BIG DIVIDENDS. 
The Associated Salmon Packers, an organization 
composed of firms selling salmon, with headquar­ 
ters in Seattle, Washington, wondered whether or 
not advertising would pay them. 
They decided to 
find out and they utilized newspaper space in a 
number of the largest newspapers of the country in 
1926. 
When it became time t^rcheck up on the results 
of the campaign it was found that 1,100,000 cases 
ofysakitsn had* been sold this year during and fol­ 
lowing the advertising.campaign, compared 
with 
260,000 cases during the same period last year, when 
the packers were attempting to do business without 
advertising. 
s 
The packers, no doubt, were n r amazed as anyone 
else because of the stupenduous success of the cam- 


The Western Union finally has decided time is 
money and refuses to give away any more free. 


Colonel Graves, democratic candidate for gover­ 
nor, pledges his support to the completion of the 
docks at Mobile, That is a mighty fine start for 
the governor-to-be. 
V ^ 
I J 
./ 


YOUNG ROOSEVELT’S atti­ 
tude Is fitted a definite 
break 
with President Coolidge, former 
Secretary of State Hughes and 
other 
important 
Republican 
backer* of the World Court. 
But “it is a 
weak 
man 
that 
lacks the strength to Change his 
mind,’’ and those big Republi­ 
cans will not he as enthusiastic 
for the court r «• they were, 
Knowing that, supporting the 
World Court mean*, in politics 
“this way out.” 


With President Coolidge holding thqt cancellation 
of the war debts is impossible and France holding 
their payment is impossible, something of the situ­ 
ation wherein an irresistible force meets an 
im­ 
movable object is presented. 


Jack Dempsey is declared to have suffered more 
hard knocks outside thr ring than in it and his 
career has not been a happy one. 
Can you 
not 
imaging some few million ex-gervii:e-men shedding 
crocodile tears over his predicament? 
ed marines jn 
Nicaragua, be­ 
cause the local 
governor 
says 
he 
cannot 
maintain 
order, 
against revolutionists. 
The les» the 
United 
States 
meddle* or takes sides In the 
internal 
affairs 
of 
republics 
south of uh, the better. 
Med­ 
dling, 
lending, 
talking 
much, 
only 
makes 
enemies, as 
we 
learned on a big scale in Europe 
and on a smaller scale in Chile 
and Peru. 
Uncle Sam 
should maintain 
the Monroe Doctrine, warn Eu­ 
rope awav from the two Ameri­ 
can continents, 
and 
let 
our 
southern brothers settle their 
own affairs, 
with 
our 
good 
wishes and without our inter­ 
ference. 
The art of minding 
your own business is important. 


Commenting on the campaign the Anniston Star 
says: 
If you have an idea that newspaper advertis­ 
ing docs not increase sales just ask some official 
of the Associated Salmon Packers, of Seattle, 
Washington. 
' 
. 
If there is auy nationally sold product that 
might be expected to 4rtiake it» way without 
newspaper advertising, salmon might bo con­ 
sidered such an article, for people buy salmon 
when they wish it ¡pul everyone knows 
that I 
every food store in Ihe United States has canned 
salmon on sale. 
However, the salmon packers of the North- 
west, with headquarters at Seattle, have proven 
to their own satisfaction that newspaper adver­ 
tising can induce people to cat more 
canned 
¿ salmon than they have been eating and that 
this increase in eating fo measured only by the 
f amount of newspaper advertising done in be­ 
half of the salmon. 
* 
> 
,, 
* 
This year the Associated Salmon Puckers put 
on a newspaper advertising campaign in fifty of 
the larger newspapers of the country. The re- 


IH E building up of a mod­ 
ern “MeasialT* or “divine 
is following the same line» in 
many rases. 
First, wise ones «elect their 
individual, 
as the 
priests of 
Thibet select a young boy to be 
their Dalai LLama. 
After he 
ha* been fed, bowed down to 
and worshiped for awhile, the 
youth says to himself *T guess 
it's so, 1 reaUy 
must % e the 
Reincarnation of Buddha/* 


The Alabama Power Company is using current 
from Martin Dam r|t Cherokee Bluffs . . . and an­ 
other great waterpower sito in Alabama stand* de­ 
veloped. Those who dreamed of the day when Ala­ 
bama would offer to the nation the greatest amount 
of waterpower in the world are likely to live to 
sec their dream come true. 


ADVANCING SCIENCE ACTS AS SAFE- 
GUARD IN THE RECENT HURRICANE. . 
Keeping tab on the progress of a storm, much as 
one might follow the progress of an athletic con­ 
test L0(X) iniles away, by means of radio and tele- 
gruph;.*, advancing science, during the recent visit 
of the gulf hurricane to the American coast, did a 
great deal to safeguard the lives of the people in 
that vicinity. 
- 
- 
5 
( 
\* 
Warned of the approach of the hurricane, resi­ 
dents were given an opportunity to reach places of 
safety. 
That the loss of life was not very much 
heavier than it was can be traced to these warnings, 
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A m r/Q W A¿ SA/V/< rO Ñ SAW A/GS 


from Í he 


Can Apm 


SOME ONE suggesles a swim­ 
ming match and a bet of $25,001) 
between Gertrude Ederle 
hi^F 
IVfrír CToisóri, The Teñíale chan A 
nel 
swimmer*. 
Such 
a 
bet 
wciuld spoil a fine performance. 
Two 
women from 
America 
have done what no other wom­ 
an could do, both of them beat­ 
ing the heat record ever made 
by a man. 
That is enough. 
A 
brtting match between the two 
would be unwelcome and mean 
nothing. 
Such 
American 
power 
and 
courage are best employed de­ 
feating ^foreigners, and adding 
to the glory of America. 


PEOPLE OF 
UffSNGE^TO SHOW SPORTING BLOOD. 
It has been said, probably with some 
grain 
of 
truth, that a town of a city which cares nothing for 
athleties, usually is a community commercially dead. 
On Monday, several interested persons have made 
it possible for the people o f Albany and Decatur to 
show their sporting blood. A good diamond attrac­ 
tion has been arranged between the local team and 
the Merrimack Mills squad from Huntsville. 
The 
Daily hopes that the efforts of these interested per- 
ao&£ will be rewarded as they deserve and that the 
people of the Twin-Cities will turn out in goodly 
numbers for the event 
^ 
Nearly all cities of the size of Albany and Deca­ 
tur have baseball the greater part of the year. They 
recognize the sport as a clean, wholesoipe amuse­ 
ment for the general public and splendid publicity 
for the town, as well as u great developer of com- 
rt| munity spirit. 
C 
, - ’"m il 
Unfortunately here in Albany and Decatur, the 
baseball programs have fallen into more or less dis­ 
repute. 
No one apparently cared whether the dia­ 
mond ship sank or not 
Now that condition has 
been changed, a little group of local business men 
have financed the collection here of an aggregation 
of baseball talent capable of giving any club a real 
lig h t 
Their efforts were started rather late in the sea­ 
son and the Mondafy encounter may be the last of 
the year. 
If the support is good, however, these 
^ promoters will h< encouraged to get ready for next 
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Math* 


Just ask the salmon packers of Seattle about 


O 
r tH -jir 
i } t p 
K i» u i I 
m 
a n 
i n u n u 
itz x v 
¿ I 
"***” 
i r e m i m a n ft* tx jijr i ; i ^ l l lt m , I in v l lv 
establishment, the selling head of any automo­ 
bile manufacturer, the executive of any company 
producing manufactured products the people use 
in their homes or business houses. The verdict 
will be the same. 
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DESTROYS 
Flies Mosquitoes Moths 
Ants Bed Bugs Roaches 


m this reason and because the games here late- 
ive given value received, The Daily hopes that 
«mi than 1,000 fans will jam their way into Ma- 
Park Monday. 
What do you think about it? 


A L B A N Y D E r A T m P A II.Y , T H P R S T M Y , S L P IK M B E H 2, 1936 
An Attractive Corner 
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FASHION 
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Alabama Lady TeUt How Sbil 


taineil Relief by Taking Cardt 


: Feel* Fine a fid Eajnyi life 


TalUdeg*. AlíL 
t-i*» 


aays that «even year» ago aha " 
down Hi< ¡i" and was »naM* to 
tend to her h o o m o fe 
“I harvo never been ao weak 
fore or sun e, * aha a m . * | in. 
tarrudo pain In nay sirio-«o aor* 
my aida and the lower part of 
Ixidy. 
“Acroaa my back ached, am 
7 a* * 
> 
1 couldntatand 
1 had juat about giv«n up ad 
aoma one who came to aaa me 
«an talking about Cardal 
T 
c«uaad mato fat it I took ab 
two bottles before I aaw 
provement 


me that it requires the old environ- - 
rncnt, 
Exquisite fashions of that I 
short demand a spacious mat nnd 
leisure that existed in the past, but I 
are no longer possible." 


LbNDüN,*—Isabel 
«leans, 
the 
i beautiful young English 
actress 
j who hax become well-known as an 
j hiterpT te,' of eighteenth eenury 
characters and fashions, thinks it 
lis trtnd* that peopl'* gave up talk­ 
ing abMit f>..bh¿fl" hair, corsetleaa 
figure* hdd^slWrt 
skirts, 
“as 
though they were things so novel 
that they still required defending.” 
Such things, she ttfdnta out, are 
no leug t the mark of the so-called 
“modern girl,” but 
the ordinary 
fashion of practically every woman 
from sixteen to sixty. 


“A much more interesting ques­ 
tion," recording to Miss Jeans is 
the future. 
“I sometime» Wonder 
whether us yet we have done more 
than just escape from the ugliness 
>f the last century. 
The principal 
characteristics of our modern fa- 
shionu is simplicity and 
freedom. 
Elit are we net sttii as for 
from 
ttxqukite beauty of, nay, 
.he 
b sU ration period or 
the 
later 
Eight tenth Century as from the 
monstrous ugliness of Mid-Vi.tor- 
ianism ? 
Compare a modern dress 
with wlmi war- wo m by w micu 
lift;., or even twenty years ago, 
mid the modern dreos-is very love 


| ♦98o88offi*SBo83o£8f 
KINDERGARTEN 
, » 
. 
auspices 
Albany-Decatur 
Mothers Club 
I 
Y. M. C. A. 
Opens Monday, 
September 20 
Number limited 1 > 25. 
All interested 
— Call— 
Albany 287, 


W m fiStí 
'The pain and aorenea 


I toSfab^t 
for awhile, then took tw 
®oro- • • I ««I |uat i 
life and ean work now, i 
( arriui í» purely vege 
ccmtaina no harmful d m 
', % B B a a k 


m. 


A NA Tl ON-WIDE 
INSTITUTION• 


fit9 Second Ave 


Have the Punch for Service 


Continuous From 2 to 11 


Each for 
Overalls or 
Jumper 
S T O P ! 
THRILLS, pHILLS, 
DRAMA, SU SPEN SE! 


*—Strictly union made; 
—-Double seams through­ 
out; 
—Extra full cut for com­ 
fort; 
, 
—Two hip, two side, watch 
and rule pockets—tacked 
to prevent ripping. 
— Make good always be­ 
cause always well giade. 
flip's’ 


Waterproof 


W o rk Shoes 
Big Mac” Wc k Shirts 
Our Own Nation-Wide Brand 


A 
b i g 
outstanding 
value, typical of the J. C 
Penney Co. “ Big Mac” is 
our registered trade mark. 
rov».i¿-ft 
Fast color chnmbray, 
—K~ , 
plain blue and grey; two 
large 
button 
pockets; 
/ V i 
square cut tails; large, 
if 
roomy sleeves and body; 
fñh'Z- 
all sizes, 14 Vb to 17, 
/ M 


— with— 
PRISCILLA DEAN 


COMEDY and The 
Princess Orchestra 


Children 
Men 
like 
theje 
black 
chrome leather v^ork shoes 
because they make good on 
<ne job. Army lasts,¿wo full 
ioles, long-wearing, 
have 
aomiort and big value at— 


AU Next Week 
“SW EET PAPA BOZO' 
DELITE TODAY 


Men's Fancy 
Shirts for Fall 
Of percale and other 
good quality cloths. 
Ex* 
CO 1 ie n t \vorkmanship. 
well-tailored; full,. amplt 
LIV Ji Ui 1 U Oi l C 
(jut , Tlve 
M'■» 
attached styles. i\Tew Fal 
designs ready at our mod 
eratc price— o 
# 


; - . 
g jp jf, 
* *" I^PEt^|pad*> im i 


Full uien'k»r»aed |JsJe, 
including heel, to e1 and- 
t o p ; earetui!y :n a d e .T 
Very low priced at-— 
Miss WilUe Beard has returned 
from a two weeks 
visit to 
her 
mother, Mrs. E. A. Beard in Hamp­ 
shire, Tenn. 
— w ith— 


HIS HORSE TONEY 


3 to 10 years 


II to 17 years 
Anniston is a popular summer 
and winter resort. 
Mr. and MspT^fck '¡jgggfa. have 
a t r a e d Íídffi a twy wesk§ YieUt 


New in appearance and new in design—this 
new Inside Frost Mazda Lamp combines ail 
advantages of clear and frosted lamps and 
yet coats no more than the ordinary 60 watt 
clear lamp, Fill the sockets with these new 
lamps and note the difference in your light* 
ing. 


The Senators continued to win in 
a slugfcat with Boston 14-12. The 
rcluvinatcd Senators have 
boon 
going strong for the past few day* 
and look like their old 
selve< in 
cavorting under the shadow of the 
Washington monument. 


c o n n e c tfc n iO ^ ^ ^ ^ ^ L afld 
the 
^ 


Earnie Alten allowed the Look­ 
outs three scattered blows to turn 
sn a decision for the Vols fester* 
day 9-0. 7 V 
7. 7 


New SO Watt Lamp 
Up in the National league the 
5L Louis Cardinals grabbed the 
íeck of the Pirn tes a little mor', 
irmly in taking a 5-2 verdict from 
he Pirates. 
The 
Pirate 
crew 
Tied hard, but efforts ended there 
for a deaf Card «ar Batoned to the 
plena and crys of the buckling 
Buccanneers. 


Alabama Powsr 
Company, 
<dty. 


CAR CATCHES FIRE 


' 
M JB A N Y D EC A T U R 
r m m s D A V n is m M R F .R a 


Hr 
.Nr.’-" 
rj 
"Tv 
• m a t it 
eap*’’ 
I J 
“1 don't ksow, but 1 do know 


H 
S ’K 
S 
? 
handicap to live 


Wife 
Parlflig. how w >ui t you 
lile to have mother for lunch? 
Husband: No, thank* My Jiges- 
tleti isn’t what K tt»t*d to be. 


“I done heard it read in «te pap. 
er,” said Uncle Mow, **dnt some 
o* dere here flying machine gewtb 
men says a man kin do snfth* \g 
a bird kin,’* Dm’a what dey say/* 
replied Aunt Chloe. 
ji “Well, when any d’em 
seep a 
man ¡dt fas’ * sleep. holdin, onto a 
tifo branch wif hi* 
feet, I sho’ 
dey’d call me t« hav* * 


The wife: ft) have some, pota­ 
toes. please 
Grocer (absent-mindedly): Yes, 
madam 
Shall I send them, or do 
you want to take them with yuta? 


Correct this sentence 
“It rea My 
doesn't matter,” smiled the gjést, 
** *be m op^ l her tap; “thi* fabric 
wiÜ wash ” 
- 
y 


You can’t buy 
enthusiasm 
in 


People who live in glass house* 
shouldn’t play slide tspmbone*. 


.* 
* 
V M rrick 
I A monkey named Mi**y Maroo 
Yell m love with a pot full of 
W '*? «**; / 
|Be swallow it quick. 
And observed “T shall stick 
this dlét, whatever they do.” 


you want to find “out how 
you really know, just start 
with your wife’s mo- 
.* 
J' 
mJ.* ' 


O " Common Sen»». 
I 
very 


An advertisement read* as fol­ 
lows: “This rubber fixture will re­ 
duce sny fat lady* hip* or bust.** 


What 
we can’t understand 
i* 
w Krng Solomon 
managed 
to 
P track of all hi* wedding an- 
* A 
1 
. 


Th* »**’*»<■ style wrinkle for wo- 
men is the electrical dress, * good 
ound. 
It’s 
i< 
w " Dj charged 


Dad complains that every time 
the family ha* duck for dinner he 
*«ts the bill 


HELP! LOOK THIS OVER: A* 
«p., bad as it is, might be worse. Here’s 
what thev naid 
they paid in Richmond, Va.. 
in 1864 when Grant’s armies were 
getting a throttle hold on the con­ 
federacy: Tea $22 per pound. Cof. 
*«*, $12 (imported from Mexico 
mostly,) Brown sugar, 
$10 
i!fM 
pound, Flour $225 per barrel. Milk 
$4 per quart, 
Bacon 
$8.25 
per 
Pound, Lard $8.25 per poqnd, Corn 
vl2 
per bushel, Sugar $906 per 
»*rrel, Chickens. $15 apiece/Po 
tatoes, $20 per bushel, Beans, $4 
Per bushel, Butter, $15 pe pound 
Boots, $200, 
Coats $350, 
Shoes 
$125, Wood, $50 per cord. 


“Did that ad you put in the pa­ 
per yesterday get quick results ?” 


*7 8l,0uld **y ie did- 
I advertised 
for a night watchman and last 
night our place was robbed.” 


Talkative Woman: It’s a shame 
the way we women slave for the 
mea. 
Home wouldn’t 
be 
home 
without a woman? f \.jf | 
Man (in rear) Yes ma’am, the 
Old Soldier’s home. 


THF. M IG H T Y ATO M 
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MUSI GET SEATS 


MM 


- 
.. 
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Twenty Days Remain 
For Grada To Get 
Pick of Stands 


UNIVERSITY, Ala., Sept 2 .~ 


Planning td adhere itrtetly to the 


Former Hurler Says 
Too Much 'Talk, Too 
Little Support 


in 
for 
| ffhst conic first akiVepI polk 
i making 
ticket 
reservation 
| alumni of ihc University of Ala- 
| bn nmf»T football fosto* this fall, 
filing of application* for ticket* 
wa* started Wednesday 
at 
the 
Capstone by Jea*< l»ong. a*: istont 
I athletic director, and Sis cfficc as- 
¡ sistant* 
’ r; 


“Cy” Graham ,old pitching main- 
itay of the Y staff of some year* 
a go, believe* jhip the trouble with 
A lto n y S ^ g f c w r t U w J f c y d to 
too much éalk J g f too little pay, 
teWon 
tod many 'gate ririmhef*. 


Writing today front Montgomery 
where he la now located, Urliham 


The athletic association is allow­ 
ing alumni of the school 
twenty 
day», until ihtptomWr 20, In order j 
to have thehr pick of the beat avail­ 
able *eat* at football game* this 
falL 
Ticket* can be reserved for 
all game» to be played by Alabama 
) this fall by writing Je^s Ix>ng at 
I this time. 
After 
September 
20 
j *ale of tickets will start to the 
.general public. 


“A* an admirer of all sports and 
of baseball in particular, I would 
like to say a few word» In regard 
to a piece I read in your paper of 
the 28tb: ‘Baseball manager* won- 
|dcf what is the matter with sport­ 
ing. blood.’ 


J + + + + + + + + + + + J 
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GO TO SFNATI 


SOUTHERN LEAGUE 
Club* 
New Orleans . 
B rm Ingham . 
McmphiH ....... 
Nashville 
...» 
Atinftt i ---- ... 
«Mobile ........... 
I.Chattanooga 
Little Rock ... 


606 
.694 


Y»On I^iat P et 
... 87 
48 
.644 
W 
54 
68 
fit» 
80 
81 
84 


77 
79 
71 
62 
54 
49 
45 


Coffman Goes To T1 
American League 
From Noogans ■ 


AMERICA^ LEAGUE 
Clubs 
New York . 
Cleveland ... 
Philadelphia 
Washington 
Detroit .¿/J 
Chicago .... 
St. Louis ... 
Boston ...... 


Won Loat 
80 
49 
74 
71 
67 
<17 
64 
62 
42 


55 
68 
,60 


66 
77 
90 


Pet. 
.620 
.674 
.560 
.528 
.619 
492 
.403 
J18 


. “The main trouble it simply this 
—The 
HOcaJled 
sporting 
blood 
want* to get something (or noth­ 
ing, that, is,' they all agitate base- 


NATIONAL LEAGUE 
Club* 
St. Louis 
Cincinnati . 
Pittsburgh . 
74 
71 
ball and want a good team, but i Chicago 


“Alumni wjyted until almost the 
lest day of grace last year to artier 
> ticket*,'’ said Long here Wednes­ 
day. “and ! wish they could be im- 
preaaed with the 
importance 
of 
early ordering. 
They can aid us 
I greatly by doing bo, nnd at the 
! „«rac time the£ get first cho|pc of 
¡seat a when their 
order 
arrive* 
' r.tnong the first few dozens instead 
of the tost few thousands.” 
Now is the time to order seats 
j for the big game*, and the sooner 
! an order is placed the better the 
scats will be. 
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Barons Regain P 
With Win Over Cracks, Pels Lose 


Don’t you know those Barons 
are «till figuring on coming home 
iu the pennant chase. They’re sí* 
full game* in arrears and they 
are atifl figuring on getting into 
the windup the latter part of this 
month. 


Johnny Dobbs sat on the Baron 
btnch yesterday its confident a.- 
any league leader you ever saw 
and mumbled audibly that his club 
was in fine spirits and giving the 
best they had whenever they stop­ 
ped upon the field. 
That’s a nk*> 
tribute from the Baron 
bos* to 
his hireling* and a tribute ralcu 
lated to get plenty of results. 
Palmero hurlad th« Baron* to a 
3-1 win yesterday afternoon while 
the Bear* were continuing 
their 
long distance traveling to defeat 
the Pels. Both the Alabama team* 
won by the same margin 3-1. Mo- 
biiw ln*t very tgg/ ffri U*f pengg| 
tedder, but those lad* are making 
a howling succeaa In sixty place, 
most of the howling coming from 
Baron* followers as the result of 
the games played last week down 
at Mobile. 
. 1 
' 


Yanks continued once 
more 
on 
their way to victory, breaking the 
Mack jinx with a 6-4 count. Ruth 
grabbed one single in five app* 
anco* at the plate. The .^jckmen 
used five hurlers, but were never 
able to get out in the lead. 
Woodall’* wi’d throw to first 
which hit Mostil, the runner, per 
mited three runs to score ánd con- 1 


Lynne Leaves T o : 
Begin His Work 


The Crimson* of Alabama 
are 
going to start practico this coming 
Monday and Goach Wade expect* a 
¡.quad of approximately 35 men to 
report for work that day. 
There 
are a number of gaping holes to 
be filled in Alabama’s team, and 
the Crimsons hope to have these 
vacancies taken care of before the 
team leave» to plajy Vanderbilt, 


New York 
when it comes to going down in 
their pockets and financing it, they J Brooklyn ... 
are not thprq nnd the majority .see Philadelphia 
the game without buying a ticket. | Boston ----- 
I have played hall there enough to 
know whereof I speak. 
The oíd 
Y. M. C. A. club of which I was 
A member of the pitching staff, 
tried to make baseball n success 
there, but there were too 
many 
gate crackers’ and lack qf support.. 
We worked hard in those day* and 
tried to win ball gamo», but all 
we got out of it was a pat on the 
shoulder and U we made expenses 
for the visiting dub we were lucky. 
But I sincerely hope Albany-Dc- 
c&tur will have a big crowd out 
Labor Day at Malone Park» I wish 
I eouid be there myself. Let every- 
one who goes buy a ticket, 
in­ 
stead of seeing something for noth­ 
ing. 


Won Lost Pet. 
,. 76 
54 
.586 
64 
63 
58 
64 
70 
75 
78 


60 
60 
48 
48 


.678 
.673 
.543 
.484 
.462 
.390 
.381 


AMERICAN ASSOCIATION 
Club* 
Won Lost Pet. 


Seybourne Lynne left Wednesday 
night for Auburn where he enter* 
his senior year in that institution. 
Young Lynne was called back to 
hi* school earlier than usual owing 
to his having been selected as,edi- 
tor in chief of “The Plainsman," 


Martin Plans 
For Kiwanis Club 


Auburn college publication. 
Lynne lias made an enviable rec­ 
ord since entering that school and 
is now one of the 16 applicants in 
thi* state for the Rhoades Schol­ 
arship. He i* the son of Hon. and 
Mr». S. A. Lynne of Decatur. 


Ben Martin, pjoputor member of 
the Albany-Decatur Kiwanis club, 
plans to entertain the club perspn- 
el at a , barbecue at his* country 
homo on Flint creek -tyuosday, Sep- 
tember 7. 
The barbecue will be 
served between 12 and one o’clock, 
I but Mr. Martin’s invitation urged 
those who will “to come and stay 
all day.” 


MALONE RETURNS 
R. L. Malone returned thi* morn- 
'vt; after a busirte*» trip to Flor­ 
ida points. 
Mr. Malone is a candi­ 
date for mayor of the city of Al- 


PHONE 


¿ 
¿ V '/ 
¡bany in the muitfcip&l elections on 
tributed largely to the wm ol tne lStpUmber 20 
. v 
White Sor aver the Detroit team. 
Chicago came thruuph with an ll»7 
win. 
The base» were filled with 
two out wb*n Mostril dumped the 
ball at the píate and when Wood- 
ail threw first the ball carooeo 
off Mo&til’s back iato right field, 
all the runners scoring. 
The Ty- 
gers had held a lead up to that 
point. 
*/., ’ / 
1 


Thr* Repairing -Road Service 
Car Washing and Greasing 
Firestone Tires—Woco Pep 
ROGERS SERVICE STATION 
Bank & Lee Sts. 


“With best wishes for the suc­ 
cess of the team, I am, 
“Very truly yours, 
“ «CY’ GRAHAM.” 


Radio Station B-Ü-G 
W« broadcast every day except 
Sunday from 7 a. m. to 10 p.m. 
Program—SERVICE 
WOODALL ELECTRIC SHOP 
Bank street 
’ Phone Decatur f 


Milwaukee .... 
Louisville ..... 
Indianapolis 
Toledo 
....* 
Kansas City 
St. Paul ....... 
M i n n e a p o l i s 
Columbus..... 


86 
83 
80 
68 


64 
50 


61 
51 
67 
64 
68 
72 
76 
30 102 


.628 
.619 
.584 
.516 
.604 
.471 
.440 
.222 


WHERE THE YPLAY TODAY 
Southern League 
Chattanooga at Nashville. 
Atlanta and Birmingham. 
Memphis at Little Rock. 
New Orleans at Mobile. 


American League 
St. Louis at Detroit. 
Washington at Boston. 
New York at Philadelphia. 
(OnlyDfames scheduled). 


Dick CaffamM, Utapc* tot* *' roui 
youth la bound for th 
big tf 
and the road to fame for hi* hoi 
Hate. 
New* of the sale of y< 
' of/man to the WallÉÉÉtf)« fi*j 
tor* haa been received 
Athi 
nnd transmitted here, : j 
Coffman is understood t< 
made a whale of a record with; 
Ixwkouts, striking out 18 men 
one game ho hurled last week. 
Coffman is the son of Mr. at 
Mr*. L. D. Coffman who reside 
the northern part of 
LimcsL 
rounty and saw hit first organit^ 
baseball service this year, with! 
result that scout* began imi 
toly to look upon him as a l k« 
candidate for big league p«rm« 
ancy. 
North Alabama will wad 
Coffman’* amoke with much iaW 
eat. 


Indianapolte at Toledo. 
Louisville at Columbus. 
Milwaukee at 8k Paul. 
St. i’aul at Minneapolis. 


YESTERDAY’S RESULTS 
Southern League 
Chattanooga 0; Nashville 9. 
New Orleans 1; Mobile 3. 
Atlanta 1; Birmingham 8. 
(Only game* scheduled). 


American league 
Chicago 11; Detroit 7. 
Philadelphia 4; New York 6 
Washington 14; Boston 12. 
(Only gnmoR scheduled).. 


National League 
Pittsburgh 2; St. Loais 6. 
Boston 0; Philadelphia 3. 
(Only games scheduled). 


National League 


St. Louis at Chicago. . 
* 
Pittsburgh at Cincinnati.. 
Boston at New York. 
(Only game* scheduled). 


American Association 


South Atlantic 
Knoxville 2; Charlotte 1. 
Asheville 4; Greenville 8. 
Columbia 1; Macon 7. 
Spartanburg 4; Augusta A 
International League 
Reading 1-10; Toronto 2dL 
Rochester 21; Jersoy City 1( 
Newark 13; Syracuse 8. 
Baltimore 9; Buffalo A 
. ^ American, Association , 
(All games postponed, rain] 
wet grounds.) 


Introducing 


In the News Spotlight >l<!* 


A woman doctor says r,onw> wo­ 
men have had so many operation* 
they’ve nothing left to operate on 
but the operation scar» and some 
gre having that done. 


THIRTY 
AIRPLANES 
TEST 
STOCKHOLM DEFENSE PLAN 


By International New* Service 
COPENHAGEN. *— Thirty air­ 
plane* participated hi manoeuvers 
ovar Stockholm with a 
view 
to 
testing the possibility of defending 
the‘ Ssweáú.h capital from an attack 
from the air. 
* 
The manoeuvre* included a sham 
attack. 


ROAD IMPROVES 


NEW YORK, Sept. M A P ) | 
John Skelton Williams, receiver foil 
the Georgia and Florida railway, 
«aid today that plan* for taking 
road out of receivership w^rc 
completion and would be sub- 
jabortly to the 
inténtate 
coraipterion. 


This was the fourth consecutivo 
win of the Cards over the Pirntoi. 
thus increasing the Card percent» 
’.ge to seven points over Cincin- 
lati, which team did not perform 
vestcrday, and twelve points over 
:he Pirates. 
The Cards finished thek final 
tome stay with a record of tif 
een woa nnd live R*at. They ploy 
». doubleheader in Chicago today 
ud will not return to the horno 
ot again this year unless it i* in 
the world series. 
The Phillies beat the Braves in 
he other National affair sto tpitag 
that club 3-0. 
Ulrich allowed hut 
four hits. ' V* 
.• V 


For the purpose of introducing these im­ 
proved lamps, we make this— 
1/7 
í¡T 
. 
r »* 
. . - 
...... 


Special Introductory Offer 


6 Lamps for $1.92 


Pay— Nothing Down 
42c lis t Month 
Next three month 


■ r i - i ... 
Qn Your Light fiflt 


Clip out this coupon and mall todays 
. 1 O ! l i i • ’ t a f \ 
♦ 


jtn tl$ American 
league 


An automobile, belonging to W. 
H. Day, 
caught fire Wedue.uUj 
afternoon at 6:15 o’clock on the 
corner of 4th Ave., 
nnd 
Grunt 
strer-t. 
The Alh*mv Fire Depari- 
meat answered the alarm a t , 
| extinguishing the flame#. dtoiore i 
the any great damage could be done. 


r 
r 


1 1 


ZATlTT 


Reginald Vnmh*rhii! slurltod Rurope vvilli^ lier lavish 
rlainiucMils lu uintnhrrs of royaity at Barrito, France, 
•'tenant Alfred J W illiams will 'attempt |0 bring the air- 
" nililmto n «cr<! back to America. W illiam Wrifitey of- 
>! scj/ttcd to the first person lo sw im from Los Angeles 
orriu Cttialina Islan t. 
Although fifly two. Captain Al- 
1 n i \V. Marshall became an aYialoj: at the Peusacola, FIa„ 
nuvui air 
£ 
---------..... 
—-r . 


Alabama PoadBr 
“ Company ■ 


Stores in Alabama 


* 


ma hoi 
'tuAm*" 
■ r 


— 
J 


Gentlemen: 
, 
Please send me six of 
the new Inside Frosted 
Lamps. Charge me 4tc 
the firet month and 50c 
per month for the next 
three months on my 
light bill. 


Naiqe .. 


Addreas 


HOUSEHOLD FURNITURE—For 
sale. 
Porch set $4; large pórch 
ahade $6; largest size base burn­ 
er heater $15? gas range $26; 
one clean mattreis $3; dining 
room auit with 8 chairs, wilt sell 
together or separately, cash or 
v terms. Ckll at 414 Johnston St., 
or telephone Albany 714-J. 2-tf. 
*— 
- 
’ 
FOR SALE—Band saw, also en­ 
gines and boilers for gins and 
sawmills. Terms to suit.—Jervis 
• Foundry and Machine Co.. De­ 
catur, Ala. 
S8-tf. 


JUST LIKE A MAN 
H. anri.L im 
Plumhink 
Rtew«n and ff«t Water Resting 
H*perlenr«d and Reliable 
Phone $ 4 - 2 » Hfinf $£* 


/ 
O^.CiOSW* 
THAT C ?eT tC T \V E 
I 
S C N t A tiE P O G T C#r 
WH*T L TOLO H£R TD M Y 
f 
\ 
WIFE INSTEAD OF 
*'■: 
j 
. 
V i SW lM K 'S WIFE. r M S U N K ‘V < l 
I 
» ■ • ■ ' ~ 
/ 
Jil 
<=>WINK HAD NlO 
' 
, 
> 0 
* \ Ou t n e s s g i v i n g Htr? 
/ 
O ss 
T j s y 
M V M A M E AM 
J 
ADD Q E55 


APPLICATION gf>R PARDON 
OR PAROLÉ 


FOR SALE— Six 
acres of land, 
dwelling house, store, mill, gar- 
•g e, grist mill and engine. Fair- 
view Grocery Co. 
See 
Henry 
Johnson, Albany Route 2, call 
238-W. V 
2-3t. 


W E L L . I 5 tN T THAT 
W\T^ELES5 TO , M m 
MQUQ W IFE 
K 2 
I T O L D H E P J § 
t h a t YOU 
/ c f ^ 
P L A T P O K E R / S M I 
E V E R T * 
y /É j& m 
m ig h t ~ 
^ 
jFOR SALE — One Jersey cow. Call 
I 703 or 327, Albany. 
2-3t 
■ \ 
■ 
_ 


P jlll SALE—Good 
second 
hand 
•°Tghum mill. 
J. L. Echols. 
8-7-tf 
!— 
i 
t 
- 


ia ii r i^ i gWn 


- AMD'ALSO 
THAT -tou 
t h r e a t e n 
MOT TO COMfE. 
E>ACK HOHF. 
FO R .V E A R 1, 
I HAVE 
7 
HER 
r i 


WHAT 
DOES SHE 
\ 
S A Y ? j 


►erienced 


-SHE SAYS ITS 
ALL O K WITH 
H E R EX C E P T 
k T H E P O K E R 
/M PLAYING 


MéAm 
j 
AM# 0 6 


veL L ’well M oll*-/ ^ 
i piDA»r geR *L »^ u 6T 
s t i o - h a - h a - " 


Look M K P " A 
/ 


l 5 H « C k€ N - 


W É U IF JMQ W 
/ i M 
l l i P i l t # 
t-oOKS L lK J r 
K*>J0 o f 
4 M B 
CHICK.iT V 
r /C H / C i e e r l 
1 CrorT A 
\ 
h e 5 ^ L c r / ; ^ 


e s é S a t t c n * -0 r - j t r s 


l To - K t$ ^ LimyU ¡fnbHCjSr, 
i , • 


Hovm Do 
5N|C|CLGfs P ,‘t t . 


■ • 
Q tfU jf VJ * LL 
BCQIG-l S 


|$ thats ' 
C H tcM H 
I /SA A 
LfcOPA^C 


a u v 


ft . r-Y# é I 
*- 


LS* %'-*N 
V ILH t 
a % 
& u y 


,i* >hf 


á 
k 
■ 


“ 1 % 


By R 


A-& 
n s T - 
J>Pr= Ate. IMS I M ,0H T a s VViatL'_ i 
I Tfey A N O M A K , HIM « A L ñ o S 
J?w- 
zZzr — 
“ 


to a Warner Pro., pleturUation of tM« nevat. 


Xke#u*4L 


for Daily Classified Ads 


.19 
.50 
S1 on 


29 words or leaa, 1 time 
19 word* or leaa, I timea v_ 
__ 
15 words or leaa, C times ............. 


Eoch word over 29: 
1 time, lc; 2 tiro* 
A collection charge of 6c per ad la mad 


, 
CLOSING TIME. 10:JO A. If. 
CUaalfied advertisement* received after 1030 am will 
h„ 
published until the noxt day. 
^ 
* m’ W,U no1 b* 


TRY A 1- OR i-TIMB AD 
It coat* proportionately less and produces more. 


lea, 2c; 6 timea, 4c. 
lade when phoned in. 


TELEPHONE YOUR WANTS TO 
ALBANY 46 
Carrier subscribers residing in Albany nr rw «fnr 


t t r * A ^ l í ¡ S i n * <fLt0o f 'B h 
°m cl *nd ' " r tn 
c°‘- 
h 
ed 1 
tot> I** ^ *nt •*<* ia charged when 


FOB EXCHANGE— 161 acres good 
land, alao 75 aerea good land for 
rental or dwelling AlbanyiDeca- 
tur 
houses. 
Both 
Limestone 
county farms well located. J. A. 
Thornhill. 
, 
t *T * 


FOR RENT—Unfurnished apart* 
ment, private entrance, private 
bath, garage 
if 
wanted. 
To 
couple only. Phone É. N. Pen- 
ick, Albany *«■„ 
* 
gi-3t. 


— 


FOR RENT—1411 
6th 
Ave. So., 
501 Prospect Drive, 506 Jackson 
8t., 180 7th Ave. West, and 206 
5th Ave. West, Decatur, 614 8rd 
Waat, 720 6th West, 706 
W. 
Mqplton. J. A. Thornhill. 


I FOR RENT— 1001 Canal 
street, 
Six-rdom house modern conven­ 
iences,* furnace, garage. 
Four- 
room cottage 707 Railroad street 
centrally 
located. 
Call 
Mrs. 
Draper, 54, Decatur. 
2-6t. 


FOR SALE 


FOR SALE—Monarch Typewriter, 
$20.00; Oliver, near new, $25.00; 
St. Louis Cash Register, 6c to 
$5.00, $25.00. 
All in good con­ 
dition. 
H. E. 
Carpenter, 
112 
West Vine St., Decatur. 
81-3t 


I FOR RENT—Two furnished rooms 
at my home, 809 west Moulton. 
Thréc unfurnished rooms Foruth 
avenue west, first floor. 
Phone 
508-J 0. J. Thomas. 
b 2-3t. 


FOR SALE or RENT—One six- 
room 
house, 
large 
hall, 
big 
acreened-in back 
porch, 
good 
bam and one three room house 


FOR RENT— Large airy bedroom 
Gentleman or Couple only. 
Hot 
and cold water. 
Ughfa; steam* 
heat in winter. 
Close to meals 
and business center. 
Apply 316 
Grant street, Albany, 6r call 881 
Alb«ftf! 
2 * • ' ‘ • ; 2 -lt. 


5! 
O u ro o o A 


L a m p in g 
l a s t 


i f m 
e y o u m q c r s i t 


to F a l l F ort T n e 


S 
o 
D 
o 
s 


. £¿>9*1* t 
I . iH JETt Lp 
c / j I Oi*J 


|T /AA>í| 
C í i v » / 


some 


with about 2 
^nd, $t Moulton Heights. 
Call 
A^lSO, or see W. T. Barnes. 
ál-tf. 
------------------— I____ 


FOE RENT — Tvfo unfurnished 
rooms with kitchenette and pri- 
v«*e bath, downstairs. «Yíall Al­ 
bany S l^ 
or 512 E. Walnut 
street. 
2-3t. 


HOUSEHOLD FURNITURE—For 
Sale. 
Largest size 
gas 
range 
$25; coal and wood rang* with 
tank hot water heater $16; small 
refrigerator $6; largest size base 
burner heater $26; 11 piece din­ 
ning room suit, cost $180. price 
$80; tea wagon $6; piano $150; 
2 full size Simmons iron 
beds 
and springs $10 each; 
library 
table $2150; dresser 
rockers $2.50 each; 9xj^ 
rug $16. 
Telephone Mm,._ 
_ 
Hatfield, Albany 714-J, or call 
at 414 Johnston St. 
25-tf 


MISCELLANEOUS 


BOY-S 
SCHOOL 
PANT8— We 
have what you want for your boy 
in long or, knee pants, bofb med­ 
ium and heavy weight. Alao new 
fall ahirtn and blouse*. 
J. 
M. 
Sears. 
27-6t 


BUSINESS OPPORTUNITY—Fill­ 
ing Station for sale, on Bee Une 
highway in H ar||elle business 
< % ict. 
< m * p # 
In-. .... 
téfests. 
H, É ggtes.J a a rt- )h of the windows. " 
i-8t. 
On the morning of 


Yf, n, 
selle; phone 76. 


DahviUe 
Home 
Demonstratmn 
Club Aug. 17, 1926. 
i 
'j 


In our July meeting we plan­ 
ned to (To‘ some tmpróveméftt orí 
the school auditorium. Mrs. G. W. 
Lindsey, Mrs. Leonard Heflin, and 
R rs* H. E. {Inrdwick, were 
ap­ 
pointed the standing committee to 
see to the completion of our plans, 
also to have supervision over all 
entertainments for getting fundi 
for the work. 
We accepted the 
plan of Mr. Barnes, Auburn, En­ 
gineer, with the approval of the 
school trustees for putting in more 
windows and other improvements. 
On August 7, the school improve­ 
ment 
committee of 
the 
Home 
Demonstration Club met with the 
school trustees and appointed Mr. 
G. W. Lindsey Mr. Dee Wasson! 
and Mr. R. E. Hardwick, to get 
the material on hand and also en- 
Jist school patrons in the putting 


IF \O U 
ARE 
now 
employed, 


c‘tyi an<* *ts 
people 
f and ca'* fntnls* gflt edge refer­ 
ences f have something that will 
interest you if you can stand to 
earn ,$6000 yearly. 
Address T. 
; T- Ajh $ny-Dgcatur Daily,. 2-3t. 


LOST AND FOUND 
^ 


g - ,«vv■ 
,v;,. 


morning of August 
17, 
we had a general working and 
cleaning up and we wish to thank 
all those that helped in any way 
— fe s* - _ 
1 
» 


to make the day a str e ss. But we 
especially wiah 
to $■ thank 
Unc‘,4 
Buck Wiggins and Mr. Cooper foff 
their splendid he7í». 
We enjoyáT 
having Miss Sallye Hamilton anti 
Mr. TSSreen from Auburn with tu. 
Mr. Green made several pictures 
of the school and grounds. ' 
TheTneiTgenermiflly donated the 
work and the women of the 
club 
spread a bountiful dinner 
vrhleli 
every one enjoyed 
Including Mr. 
Ford who happened arounij at this 
good time. 
In the afternoon wé had a call 
meeting of the club with 
eight 
members present. 
Mrs. 
Lindsey 
gave report of work done 
up to 
date and a general discussion of 
the work was then taken up. 
It was decided to give a play 
in the near future. 
Mrs. G. l«' 
Patterson, Mrs. JL W. Hampton and 
Mrs. John SBotg were appointed, 
to select and ser* to the getting 
up of the play, 
i 
^ rs- 
Freeman and 
Mrs. 
Dee WasSon were appointed 
the 
stage and curtain gommittee to 


Tvork with Prof. Parker 
improvement of the stage. 
Miss tiamilton gave ua 


very instructive talks on our school ^ 
t 
r . 
work, also how to reach our club 
’7* " 
goal. 
*>• * ■ 
SPr* 
- °ur millinery meeting will be 
held September \M 4 , the p!«ca 
i 
me « 
, 
b# decided ImUn We w#re Üii? 
#ner»y to grow 
.missed with our club pledge, 
a* 
SIGNED: 
MRS. J. W. Tomlinson, 
r 
• S -* fl 
> m 
t v 
i Mrs. Will Freeman, 
.... 
. i 
Sec, 


F ather! Help Your 
Weak Frail Child 


6 pounds 
ift Be D ays 


. 
f 4 ■ o p s ls 
fíi* father » u arntnp ~ "Tnke worn 
tn't ore #eom ju i!9 
ant for^r*— 
ha i muife Juan the wnrWe yt ta in t 
levrr 
Ule ryabiép» <« chrrknt bj 
f/aiuinn itke 
Adriana 
l$ra»ete; 
tovmfi her, he reforms, bu* .nvMri 
the enmity of 
Lnartiu 
oorjr1*L Mho lore* Mm, <|n<f tHfndti 
har U nm an, tef.j coref* Adrian a. 
Clrvumttances 
atth n Adrnna ... 
fL 
Put ay i tu U fare her father, Adri­ 
ana mui> »e* D iiuUi; bat Jttan kilh 
•'*?**$* m i l 
uther is 
Ktrtéd. Juan If rapfuefd. te ustno 
Laf rat la s offer of frtedom if n 
Qtvt her drioti&n. 
a myete- 
nu4i* message contcf— 


UA 
rch 
tod. 


CHAPTER XI—Cont!nu:1 
It m i most difficult to do 
CfcUiC of tb* hetght of tho t 
In vato Juan stretched, st. 
Finally, just as the bit of ] 
meat fluttered from that thlo 
He caught It 
flomaon# had «crawled a lu«« 
sage on it, tn a weak, alraoat ntegt- 
hie band. 
"I have loosened the third stone 
on ike second level loi-dtng to My 
ctll, In which there ta 4 trap door 
‘Penlng to the riv^—and safety 
for th® PW *ko hsi the strength 


in* him through. j u«n 
hy hi* struggle 
with 
stone, 
gisd of tketr 


in thfe Beighhorin* e*f£' 


u Z o t f i i k ' * * 
,h* ■ 


/ /fírf 
***** I ^ 
too 
Its becomes tynl- him. 
In the waveftag i 
PM« moonlight be saw 
who had helped him. a 
ton with a madman’s fa, 
The Marches** Uinsldi 
wh> had killed his wife . . 
her d e c e p t i o n of him aad ' 
cf J i n n * 
Juan stared at h! 
Rinaldi, rceognlrlng hi 
embebed hand* 


• You!" ha atelalma 


- 
god* . 
lloarad yon into my 


io lift it." Juan rWd. 
.. . 
Juan hud huted the thought or 
livtag, had Wanted 
*1«hi coufroitted 


said 
what did it 
came? 
Rinaldi negan 
him. slowly, gh 
laughing, a qu*ef, 
anda 


nothing. 
matter 


to 


His haut . 
....................... 
* i OOufulatvely 
t 
like the taluna of 
of pr.y. 
s 


u 
i . z j z 


threw Hts 


at It 


He needs every bit of strength 


and face 
disease 


ANNUAL MEETING MORGAN 
COUNTY FARM BUREAU 


FOR SALE—Windshields, any can 
by C. E. Malone. 
I l a b o r w a n t e d 
■ 
Brick St Tile Co., 


„ 
F O R r e n t 
•eOR RENT—Nice 7-room modern 
cottage, 719 Fifth Ave., West. 
Penney and Whitman, Eys- 
tar Bldg. phone Albany 25. 


\ 
—. 
31-31. 


Fred Couch, who has been working 
Decatur th** last four years, is 
emPloyed at .Moye's Barber 
Shop and # isheg bis friends and 
t0 cOfltfhue favoring him 
with their natronage and influence 
tfoye s Barber Shop, 2nd Ave. 


WANTED 
to take chargj of dry goods and 
ready-to-wear dept. 
Must hhve 
several years Dept, store exper- 
ience. Apply mat^gffr H ay 
Wilson Co. 
2-3t. 


WANTED— Two young 
men 
a^ 
salesmen, salary and 
expenses 
paid. 
Must be ready to leave 
town by Monday. Apply Satur­ 
day 1104-4 South, 
j. T. Sim- 
mons. 
2_8 t 
V : ttm Inc 


Si. 


The Morgan County Farm Bu­ 
reau will»hold its annual meet­ 
ing and election of officers at 10 
o’clock, Saturday morning of this 
week at the City Hall at Hart- 
aelle. - 
v „ v -< . 
Reports are to be given by the 
County Agent and ih» Field Ser­ 
vice Agent for this district! 
Tit* 
Bureau is now shipping corn and 
preparing to ship apples to Bir­ 
mingham, both bring good prife.s. 
A discussion of these and othef 
new activities will be part of the 
program* 
- 4 ' 
' n 
All fagmers and business metí 


a" r Vií'á w 
hf 
f 
i L 
; i 
• r* c'TEPHENSUN, See. 
— 
;■ 
*11 


Nojiee is hereby, given that' ap- 
plication for the pardon or parole 
of Bush White will be made to 
the governor or the hoaitl of par­ 
dons. 
White was convicted in the 
August term of court, 1924 cV a 
charge of murder in the fjrst de­ 
gree and sentenced before 
Judge 
f P f to life in the penitentiary 
BUSH WHITE, 
* 
Sept 2-Y. 
Banner Minea 


the World and to comba^Mir 
ínai all children encounter 
McCoy's 
Cod Liver 
Oil 
Com 
pound Tablets have helped thou 
sands of little 
ones—many 
of 
them Ita worse shape than yOur Rl- 
tle loved oAe. 


Full of health giving vitimins 
and a combination of strength and 
flesh builders that do help the ail 
fag fhild In just a few days. 
They put on weight too. You can 
grt 60 McCoy’s Tabtrts for 60 
cent* at Caddell Driig Co., or any 
druggist anywhere. 
Try them for 
30 day* and if you are not joyfully 
satisfied with results 
get 
your 
money back. 
Ask for McCoy’s— 
they are sugar coated and children 
love to take them. 
Advt. It 


B- D. MEADORS 
REAL ESTATE 
Decatur, Ala. 


, 
i • 


° r LIDB’S Inatanf Service k 


^ o ^ f f e c k i t 


ger 
of him. 
irect his activities. There. ' 
lootny, damp hoi#, watch 
,ive he»n part o A i l £ f 
hart tb* one in wbtall he had uvvd 
n that fnomtut he gava «p S i 
* 
,^'3 became tor a wh.le 
** r f e trf 


a T ssw ra ,* » ! 
t he was l In, % wli \ up: 
But he ' 
IBS knowi ho 
indiy on . 
ofi but with th 
aorv&Hon drfvi 
•olf prea 
fruptic ba-j>e. 
He hardly knew 
’vhát he wan doing, but mly tftaptl 
must he dono. 
Wadi ftg 
neft and 
began 
id ccont 
’adiag throuch the 


, ¡ a » 
I» to others 
S aÍ¿d 


water ha 
r«et» • _ 
T-w— 
jaotíí ¿ n il 
tones 
The th>r t ¿to o» i n ih* 
ecóBtl level 
They «ate ail j j p ; 
iva»y st.mo*; 
n was sjirprhdng 
hat the tb.u arm he had seen nl 
ike, window 
loutd iMttf louscn. > 
oda of them. 
* 
There- ihe 'bird one rnution«lv 
he tapped ou It, apd proruptly en 
inaweribg tap came from the other 
side. 
• .ri 
... 
' 
E^erly he tried to move the 
*to$0. bul tt did *iqi tobdge 
A**a n 
ha tried: and ag.iln 
ftts 
fdfb 
ure made h'm the more ean*r ai- 
mott In a frenzy, he toft mln't % 
The rough «tone tore bu hunda; hd 
ttippttd In th<* «limy nnitfr, struck 
his face aga'nst the tWjl ni hard 
that tt bled 
For a moment he wai 
lazed; than. Hut nrnmeut his head 
returned to hh ta«k. 
cante and tnoonflabL a 


u flft%2 end of the i 
lAtíhidi 
k tt «pit 
Tho n 
. 
nisd^ta*» thin, 
r m closed about his ti 
throw his head k i c i | 
a sontifl'i ooraas betn 
c« mo* 
14» 
waited, smiting, 
Cut suddenly the talon 
ro’ascd their grip 


tiny rag of which pierced tha cel!’* 
darkdess. 
Onto Juan had thought 


■.,« ,1 » A ,b a n ,- D w .,» ~ D a i|y 


j POLITICAL ANNOUNCEMENTS 


I‘RESIDENT ^LHANY CITY 
COUNCIL 
g 
m 
S f l ^ iiMfcrigad to an­ 
nounce the can4itiacy of 
M. 
R 
Rankin, for the Office of President 
of the Albany City Cauncil, in the 
municipal election on September 
20. 
Your vote and influence will 
be appreciated. 
7 
(Paid political adv. authorized by 
M. R. Rankin, Albanj% Ala.) 


FOR MAYOR OF DECATUR 
The Dally is authorized to an- 
nounce the cundida** of Jame* A. 


Nelson for re-election as mayor of 
Decatur in the municipal election, 


September 
20, 
1p26. 
Your vote 
and influence will ne appreciated. 


(Paid political adv. authorized by 
James A Nelson, Decatur, Ala.) 


^ 
1— 6 
iw 
rrn 
Ciwi Bnm n#>» miiuil 


FOR MAYOR OF ALBANY 
-.J H * .DftBy }s authorized to an­ 
nounce the candidacy of B. L. Mg- 
lonl for mayor of Albany, sub­ 
ject to the municipal election to be 
held on September 20. 1926. 
He 
will appreciate your influence and 
your vote. 
(Paid political advertising au­ 
thorized by B. L. Malone, Albany, 
Ala.) 
• •• >! 


FOR MAYOR OF DECATUR 
We are hejrehy authorized to 
nounc# the candidacy of John A 
Thomason, for the office of Mayor 
of D fcatar, subject to the muni­ 
cipal election to be held on Sept. 20 
1926. 
Your vote and influence is 
wlieited. 
(Paid political advertising au­ 
thorized by John A. 
T h om ason 
Decatur, Ala.) 


that the stone moved a little, ami 
mor# 
frantically 
than 
ever 
he 
Xtfove to move ft again 
There 
wetg stops In the corridor. 
The 
steps of those corning to lead him 
to his death, perhaps 
He Unolt 
there in the wafer flotn ¿hey b*d 
passed, 'hen with a final effort that 
,aJ1 
K?rPngth 
ha 
hurled 
him self at the stone. « 
Almost 
Imp. 'eptlbly 
at 
ftrst, 
then a Iltle mor. -^nldly. it move« 
Juan threw his .« 
n-■ <«Ht tt 
once 
more. 
It tnu*ci! 
% atm^ly, 
Slowly, then at last foil into the 
dungeon next his. 
T ie irater oh 
that other floor sp la sU J as the 
stone slid In’o it. 
Juan 
held 
his 
breath, 
fearful 
that the gaolers In the corridor 
might 
have 
heard 
Then, 
reas 
sured, 
he 
squirmed 
through 
the 
opening in the wall 
Scrawny handa like claw s clutch, 
ed his shoulders and tugged, help 
_ 


•vas, j.-sn saw that ... 
atiiing at him in «maze* 
’ “In tint atop. | pray 
urc-d 
, 
r f 
’i'.ie m*n graeped hti 
*hniat, 
th.-n 
stepped 
fighds banging at his *t. 
*■’You want me to kftl „ 
cried to Juan, bewildered, 
want to die?'* 
, 
Incredulously be faced , 
fa r e d 
back 
at 
him 
hf>f 
^/hen death had he* n sty 
have it snatched away ftftg fj 
Rlrjaldi's laughter ran* 
the cell 
m 
“ I see!" he cried. 
“De*t 
bring yen peace and forj 
Death 
means 
escape 
«boats that haunt you— the g h o i» 
of those whoae souls you have de­ 
stroyed!" 
w 
“You foar to kill me*** Juan 
torted, hoping to anger th* 
Into finishing what he bad 
But 
Rinaldi 
refused to 
trapped. 
He backed away. I**, 
ing still. 
Juan would have leai 
upon him, 
provoked him toto a 
ft^ht fn which he could b tiÉ le t 
the madman overpower him, but 
just then from tho corridor came 
tho clanking of chaina. 
: 
Juan could 
Imagine the scene, 
the 
gaoler 
and 
his assistants, 
standing there In the light Of the 
torches, bearing chains with Which 
to bind him before they dragged 
him forth. 
(To be contijuMd) 
* 


raw 


HensC....... 
F riers...... 
Stags ...... 
Cxs....................... 
Ducks ...... 
Geese 
. . . . . . 
(*1|ÍHS4HU 
Turkeys .. 
....... 
Butter __ 


POULTRY MARKET ;“É‘^ 
(Furnished hy fit T. Gray & Sons) 


......... 
16 to 18 icn ts pound 
.18 
.12 cents 


s S 
" ^ 
.............26 cents each 
r-i 
I® cents pound 
— •*$ ce|h».41^iii 
15 cents fowldl 
LOCAL SPOTS 
_ 
(Fiurntohed by Williamson, Inraan and Stribling) 


Strict Mi<WÍin¿T!!ZZ^ 
........ ..................................... 
Strict Low 
......... 
:....... 
tow 
........ 


Compacts 


EXTRA SPKC1 
Rayon 
Curtain 
Scrim 


¿gj£Ato.n» ... . r a m 
Ü 
Sheets and Pillow Cases 


SHEETS 


“Lotus” 
Brand 
Sheet», «be 72x 
90, h e m m e d * 
$ 0 5 v a l u e s , 
jpecial for 
89c 


nffCK 


PILLOW CASES 


IRIS” 


CREPE 
Yellow, 
White, v 
Pink, 
Orchid, 
25c value 
Per Y ard 


Southland Brand 
Pfilow C a s e s , 
size 45x36, hem­ 
med, 39c value, 
special, each 


MEN’S UNIONS 


MEN’S 


UNIONS 


MEN ; 


UNIONS 


Fancy 
novelty 
material; 
colors 
vettow. pink and 
la vender* 
9 8 c 
value for 


CTo*e 
w o v e n 
nainrook; 
7 5 c 
value, special 
35c 


3 for $1.00 


NEW NOVELTY 
Handbags 
AND 


Underarm 
Bags 


Values up 
to $2.00 


Special 
89c 


m 
■ : 


■ 


J 1 BAXV DECATUR DAILY, .TjlURSDA V. SEPTEMBER 2, t928 


i 1 500 Yards of Close Woven Apron Checks, Ging- g j * 
hams and Percales go on sale Saturday at Kuhn’s 


for 


Saturday and 


Monday 


Only 
«¿RECULAR 15c QUALITY. LIMIT 10 YARDS TO A CUSTOMER. 


Solid Color 


Suitings 


Worth 35c a yard, 
special for 


BOYS* 
BALBRIG- 
GAN and 
NAINSOOK 
UNIONS 
35c—3 for 


Box 


Paper 


15c VALUE, 
Special for 


MEN’S AND 


BOYS’ 
Wide 
Belts 


Ola Palm 
Toilet 
Soap 


The Beauty 
Soap 


Huck 


Towels 


Worth 15c, 


Special for 
10c 
nano 


Pudding 


Grey 
Enamel 
Wash 
Pans 
25c value. 
Special for 


Beautiful Art Goods at Prices Only 


Kuhn’s Can Offer 


Center 
Pieces 
and 
Dresser 
Scarfs. 
White and 
Tan 


i» 
.J S M B R 


Novelty Stamped 
Goods 
Aprons, Table Covers, 
Center Pieces and 
Scarfs 
Be sure to see this - 
new line 
Each 25c 


Class Covered 


SERVING TRAYS 


With beautiful cieiigns, $1.50 


198c 


Boys Wash 
Suits 
Dresser 
Scarfs 


Worth $1.49, 
Special for 


value»*, special 
for 
u .... 


Lace Trimmed 
Worth 75c 
Special for 


Aluminum 
Percola­ 
tors 
$1.23 value». 
Special for 
98c 


KUHN’S 5-10-25C Store 
Headquarters for School Supplies 
FREE— Pencil with Every School Tablet 


i y fi -■•j- z 
» ^T iasG E S B K y ?E :i PJNCKSS 
SLIPS—Lace 
tjlmmed, 


New Rayon 


Teddies 


Beautiful sheer ray­ 


on garments; flesh, 


yellow, lavender and 
green, $1.25 values, 
special for— 


<K 


Just Received 


Too late to describe in this advertisement 
N E W F A L L H A T S 


GLOBE 
white and flesh, worth $1.23, 
for. 


F E C O R D S ¡4 
" 
r > 1 
RN«r g.irments of 
finest voile, $1.00 valuo, 
69c 
Made by ths'i special for....................... 
new Electvi-,i FLOWERED BLOOMERS- a novelty 
bloomer, worth 89c, reduced 
£ fh 
tO ......... ............ s . . ................. oiic 


HOSIERY BARGAINS 


LISLE HOSE 
SILK HOSE 
Sheer silk hose 
that are a de­ 
light to the eye. 
Uome 
in 
a ll 
bright shades 


F i n e l y woven 
lisle hose in all 
the 
s t y l i s h 
abades 


CORSELETTES 
A comfortable garment 
for present weather. 


O IL 


M O P S 
Complete 
85c value 
Special 


BLUE SHIRTS 
Well made, $1.00 
value fo r .........75c 


FANCY 
1 
GART- 
EjRS 


Colored, Mercer­ 
ized 
Sewing Cotton 


Lace * 
Trimmed 


25c 
•* «^ ■ 
59c 
Sc 
LADIES’ 
• 
Santex 
SIX 
Sanitary Napkins 
HOSE 


STRAND 
6 for 25c 
All Cqjors, 


THREAD 
Knives and Forks 
19c value | 


3 for 
Full 
set 
worth 
Special 


10c 
1 


$1.25, special for 
15c 
I 
i i 
ft$t 
1 


cal Process 
New Titles 
Just 
Received 
" 
35c ?f 
: 
3 for É 5 
$1.00 


TABLE 
DAMASK—Novelty 
figured 
material, with colored stripe, 
83c 
$1.00 value, special for 


P J-AID 
SUITINGSr—'The 
newest in 
Fall Suitings, see this material O O n 
before you buy ........................% ¿<)C 


BUNGALOW,. APRONS—Your choice 
of any apron in our house, 
C Q /» 
values up to $1.49, fo r.,::..-..,.-..D5fC 


$1.00 value. Spe­ 
cial for 


NEW NOVELTY 


JEWELRY 


A fortunate purchase of Jew­ 
elry allows us to offer a big 
assortment of indestructible 
pearls, worth up to 
$5.00, for. 


Special Price* On 


COTTON BATS 


Good, clean cotton, 
inicbly wrapped 
-MP21b. size 
13c 


3 lb. size. 
75c 


3 lb. size, quilted 
$1.00 


A new pattern of 
Chinaware Plates, 
Cups and Saucers 
20c 
‘r - 


Per Yard 


Chocker Beads, one or three 
-strand styles. 


Can 
Openers 


# 
fl 
14 qt. grey 


Two styles 
enamel 
good keen 
Dish Pans 
! 
blades 
10c 
49c 


CHILDREN’S DRESSES dh 
i 
BLOOMER 
DRESSES 


Sizes 2 to 6—- 
‘Patterns and ma- 
te íah that will 
iouk 
good 
and 
wear well 


JUNIOR 


DRESSES 


Sizes 14 to 17, 
trim street dress­ 
es, suitable for 
small women 


.... 
Silk 
Bandeaux 


Fancy little bras&i- 


i j * 
, 
\ 
» 
ers cf rayon silk, 


50c value, special for 


Albany 


OÜ Cloth . 
'-if?, * >if j 
Table Cover* 


89c 


Fre*h Candy 
Kept in sanitary 
cases, per pound 
25c 


Tan and Green 
Window Shade* 
Six feet long, three feet 
Fancy 


Oil Cloth 
w ide, strong springs, 
75c value, anecia 1 for D U C 
Dresser 
If• e 
r 
heart* 


75c value, special for 
*1 ih n rr— ------ — 
-m 
SHMPI 


3 5 c value 
M en 
SPECIAL 
EXTRA 
Work 
Wash 
ess 
íes 
Sox 
v/' 


pair 


o n 
Cloth 
White 
and 
Colored 


Ladies’ 
Fancy 
Knit 
D 
Bob 
I 
Unions 
Combs 
45c value | Values up 
Special ( 
to 25c 
for 
| Special 


v- 


m 
15 
for 
9 
I 
; 
- 
wmsataa 
0 v l 
yard 


TWO BARGAINS in 


SILK DRESSES 
$2.95 and $5.95 


mew. 


SEPTEM BER SALE of 


TOILET ARTICLES 


Ola Palm Soap 
......... 
5c 
Colgate’s Cup Soap 
5c 


Small 
Size 


Face Powder ...... 
10c 
Talcum Powdiler 
Koflge ...... 
;,...10c 
. J.0C 
Cold Cream 
Vanishing Cream 
,.J.10c 
Dental Cream ...................... ..10c 
Vaseline 
10c 
Powder Puffs ........................ 10c 
Red Pomade ..i 
..........10c 
Lip Sticks ....... 
100 


Jap Rose Talcum 
—...-15c 
Rouge .....#,................. :__....... ..150 
Compacts ................ 
25c 
Brilliantine ............................... 25c 
Tooth Paste 
.........................25c 
Double Compacts ...................49c 


Rhinestone Initial 


Pins 


The newest fad 
. * r * , 
' 7m 
60S.- 


n— 
i. 
. . — 
i.. 


I 


W HITE WOOD 


FRAM E MIRRORS 
Large 
Size 
98c 


Grey Enamel 
'' ' 
4* 
'K E T T L E S 
43c to 83c 


W ater 


Glasses 


BRILLO 
Aluminum 
Cleaner 
10c 


T ea 
Spoons 
2 for 
5c 


TIN 
PIE 
PANS 


- 
.. 


EXTRA SPECIAL 


$1.00 Princess Slips 
I#/ 


Decatur 
Hartselle 


. 
Athens 
Cullman 


.. ;> 


■ 


